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It’s moderatel) als .. easy to install, 
provides lasting efficiency) 

Masonry walls, being porous, have a tendency to accu- 
mulate water until the saturation point is reached...then 
seepage begins...and unless adequate drainage 1s provided, 
outside walls will be streaked and inside finishes damaged. 
Anaconda Through-Wall Flashing provides the easiest, 
least expensive and most positive method of drainage 
control. So designed as to drain itself dry on a level bed, 
this flashing prevents lateral movement in any direction. 


Made of 16-ounce Anaconda Copper, 


es s Visit the Copper 
it is available in 5’ and 8‘ lengths ina : ea 
Brass Industry Exhit 
range of standard and special widths, — jn the Metals Build 
and with various selvage s. Publication ing, New York Worla 
C-28 describes Anaconda Through Fair 9 
Wall Flashing in detail. Rx en. y.w.-. Sess 





THE AMERICAN BRASS COMPANY, General Offices: WATERBURY, CONNECTICUT 


In Canada: Anaconda American Brass Ltd., New Toronto, Ontario 
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THeaters will be the subject studied 
in the Building Types section next 
month. Emphasis in this work will 


Err 
aad Seat One 


be on community theaters—a type on 
which there is a sparsity of organized 
information. Discussion will center 
around the relation of this kind of 
theater to a community. and explore 
approaches to problems of size. cost, 
scope of facilities, ete. Time-saving 
data in charts. tabulations. diagrams, 
and text will cover such subdivi- 
sions as (1) auditorium and stage: 
(2) lounges and= art galleries: 
(3) stage shops; and (4) lecture 
and discussion rooms. 

In Design Trends for October we 
will have the third and concluding 
article on trends in church design. 
The first was on Catholic churches. 
the second on Protestant. and this one 
will be concerned with Jewish. 
Continuing to round out your files 
on noteworthy developments in major 


(Continued ’ 
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Vothing looks 


more modern 





than 


The heart of “‘the pit’’—grain quotations for Chicago's Board 


f Trade appear here. Architects, Holahird & Root. ¢ 
. e ractors. Hegeman Harris ¢ Solid Nickel Silver grillu 
fabricated by Bronze division of the Gorham Co 
————— 


INHERENTLY Solid Nickel Silver is 
an ageless, ever-youthful metal. You 
architects and building managers 
have made it increasingly popular 
because it fits so well the modern con- 
ception of architectural beauty. And 
suppliers and fabricators have made 
Solid Nickel Silver grillwork and in- 


Counterscreen at City Bank Farmers Trust sriar tri 29CU ce , ak} i 

Counterccreen 02 Clty Bonk Formers Tras terior trim easy to use by making it 

Contractor, George A. Fuller Co. Solic 

Nickel Silver fabricated by General Bronze 
Corporation. 


readily available in cast or wrought 
designs. Please make sure your speci- 
fications call for Solid Nickel Silver. 





THE INTERNATIONAL NICKEL COMPANY, INC.. 67 WALL STREET, NEW YORK, N.Y. 
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building materials. we will also have 


in October a trend study on concrete. 
Mr. A. J. Boase. 9 structural-bureau 
of the Portland Cement As- 


sociation. is giving us a hand on the 


manage! 


assignment. 
In the Building 


month will be. in addition to reports 


Vews section next 


on new houses. new dwelling units 


inurseries). and other new buildings. 
informative stories on a soundproofed 
dog and cat hospital in Los Angeles 
and a chemical factory in England. 
Thus. month in and month out. we 


cover the building front. 


Brother to brother 
BEHIND there are 


weird st: 


every magazine 


ries to be found in the cir- 
culation department. Because it deals 


directly with thousands of people. 


so-called “human-interest” notes are 
natural by-products of its work. These 
items embrace the ingenious devices 
of crooked subscription solicitors, the 
slick schemes of perennial bill dodgers. 
and a myriad of other sidelights on 
homo sap. 

Recently. 


ere ssed our desk. 


one with a new twist 
It concerned a sub- 
last April. 
with the envelope postmarked one city 


in the Northwest but with the order 


scription order received 


directing that the magazine be sent to 
another. 
Scot who heads up the department to 


This alone caused the canny 


cross his fingers. but he permitted the 
\pril and May issues to be mailed in 
were returned 
the other 


order. Eventually they 
one marked “unclaimed”, 
“refused”. 

A letter was then sent to the town 
postmaster. asking if Mr. 
there. etc. The reply cleared up the 
mystery and qualified for our “Odd 
Letters” file. Here it is, in part: 


lived 


“There is a Mr. in with 
the same initials, but he does not sign 
his name (as the RECORD re- 


ceived it) and refuses all mail com- 
ing that way. He has a brother who 


is on the outs with all his family and 
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who goes from place to place and or- 
ders magazines and papers of all kinds 
sent to his brother here just to tor- 


ment him. 


Inventory of subscribers 


THERE'S another more businesslike 


story concerning subscriptions that. 
even at the risk of talking too much 
shop, we would like to put on record. 
It has to do with our subscription ex- 
perience during the first six months of 
this vear. 

Twice a year publisher members of 
the Audit Bureau of Circulations sub- 
ABC. head- 


prov ides a_ detailed 


mit a sworn statement to 


quarters which 
analysis of a given magazine's sub- 
scription experience. Once a_ year 
ABC auditors go over the magazine's 
records to verify the figures reported. 

The RECORD’s semiannual 
report shows that, turbulent times not- 
withstanding, it has more architect and 
engineer 12.000) 


than ever attained by any other U.S. 


current 


subscribers (over 
architectural magazine. and that, dur- 
ing the first six months of 1939. it 
more than held its own in circulation 
performance. Though the increase was 
less than one per cent, it was an in- 
crease. and. considering the already 
high total. the fact that there is a ceil- 
ing. and that the building industry is 
not entirely out of the depression, we 
are, to say the least. slightly glowing. 





Another bit of information in this 
report of more than passing interest. 
we believe, is the geographical distri- 
bution of subscribers. Taking the net 
paid circulation (which includes also 
subscribing draftsmen, students, land- 


scape architects. ete.). the  break- 
down is as follows: 
Portion 
Location of Total 
New Eng and States 6 3% 
Middle Atlantic States 24.3% 
South Atlantic States 9.8% 
East North Centra! States 17.69 
East South Central Stat 2.59 
West North Central States 6.2 
West South Central! States 5.4° 
Mountain State 0° 
Baciic States ° 
- rs ea “a 


Incidentally. the foregoing list has 
utility value as well as marginal in- 
terest. It provides editors, in theit 
efforts to publish that which yields 
the greatest good to the greatest num- 
ber, with another yardstick for mate- 
rial. Other considerations being equal. 
the projects we report should approxi- 
mate these ratios in geographical dis- 


tribution. 


Correction 

IN THE caption to the photographs of 
the Presbyterian Church, Pottstown. 
Pa.. appearing on page 69 of the 
RECORD for July, the firm name of 
De Long Furniture Company should 
have been used instead of De Long 


and De Long. 


—Drawn for the RECORD by Alan 


Dunn 














FOR RADIATOR HEAT 


=a a es 


“et Fi iL 


G-E FURNACE (oil or gas) for steam, 
hot water or vapor. Probably the most 
beautifully designed furnace you've 
ever seen. Compact — easy to install 
— ecohomical to operate. 


FOR RESIDENCES 





AIR CONDITIONING UNITS 


room —or for the entire house. 


for one 
A vail- 
able with air-cooled or evaporative- 
cooled condenser. G-E air conditioning 


units are unusually quiet in operation. 









Bm 





G-E WINTER AIR CONDITIONER (oi! or 
gas). One of the most popular of all 
G-E units. Compact in size — highly 
efficient in operation. Heats, humidi- 
fies, filters and circulates warm air. 


FOR STORES, SHOPS, ETC. 


(HEH ae 


Oe 
2 E 





INSTALL A G-E “PACKAGED WEATHER” 


unit for low cost air conditioning. 
Available in a complete range of sizes. 
Low installation costs. Low operating 


costs. 





INCORPORATES ALL THE ADVANTAGES 
of radiator heat p/us winter air con- 
ditioning A G-E Furnace (oil or gas) 
with Conditioner Unit. Summer cool- 


ing may be added. Priced right. 


AIR CIRCULATORS 





FOR ATTIC VENTILATION in homes, for 
exhaust service and air circulation in 
commercial establishments. Two sizes 
and various models, all using G-E 
\phonic Fan for unusual quietness. 


RAL RECORD 
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Here’s One Way to Put Top Quality 
into Your Roof at No Additional Cost 


Wood shingles constitute the only form ing a variety of design for creative 
of roof covering that actually adds to craftsmanship. 

the strength of the roof section. All The insulating value of Red Cedar 
other roofing materials are surfacing Shingles on solid sheathing exceeds 
materials only, imposing a dead load that of any other uninsulated roofing 
with no compensating increase in material. 

strength. The extra course in double-coursed 
lo pull a properly nailed Red Cedar Cedar Shingle side-walls adds strength 

a . and insulation value and deepens the 
Shingle from a roof requires a force ; : . 

f 85 a = Sahel shadow lines without adding cost be- 
= ee ere Is real wing re- cause of the wider weather exposure. 
sistance, 

The per square cost per year of a Red 

Red Cedar Shingles make the most Cedar Shingle roof during its life is 
flexible of all roofing material, offer- less than any other roofing material. 





THIS HANDBOOK 
CERTIGRADE RED CEDAR SHINGLES GUARANTEE TO YOU AND 
Gree YOUR CLIENTS STANDARD GRADES BACKED UP BY OFFICIAL, 
INDEPENDENT INSPECTION AND FINANCIAL RESPONSIBILITY. 

This Certigrade Cedar Shingle 


Handbook, prepared by awood 
technologist, mailed free on FOR GUARANTEED GRADES AND QUALITY, SPECIFY— 


request. One hundred pages 
detailing the uses, application Cc - 
and technical data. Write the 
Red Cedar Shingle Bureau, 







Mf) 
UINE 





A C' 







Seattle, Wash., U. S. A., or EN 
V ser, B. C., Canada. CEDAR 
ancouver, B. C., C a 
Certigrades pass official inspection IMITATION 
for grade and quality. ] 
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Auditorium of Department of Labor and Interstate Commerce Building, 
Washington, D. C., where the Fifteenth International Congress of Architects, 
the first in the United States, will be held during the last week in September. 


Discussion Leaders Named for Architects’ Congress 


OFFICERS HAVE BEEN designated to 
conduct discussion of the themes which 
will be the primary concern of the Fif- 
teenth International Congress of Archi- 
tects. running concomitantly with the 
Seventy-first convention of the A.I.A. 
from September 25 to 28 at Washing- 
ton, D. C. 

Emile Maigrot of Paris, France, will 
preside September 26 at the opening 
discussion on the “Planning and De- 
velopment of Rural Districts.” Harvey 
Wiley Corbett of New York City will 
be secretary. and Gilmore D. Clarke of 
White Plains, N. Y., reporter-general. 

Discussion of the second theme at 
the opening session, “The Relation Be- 
tween Population Density and Built- 
up Area,” will be conducted by Pro- 
fessor Alberto Calza Bini of the Ecole 
Superieure d°Architecture, Naples, 
Italy. The secretary will be John A. 
Holabird of Chicago and the reporter- 
general, Frederick Bigger of Pitts- 
burgh. 

For the afternoon session on Tues- 
day the 26th, at which “The Architects’ 
Copyright” will be discussed, David J. 
Witmer of Los Angeles has been named 
secretary and Frederick V. Murphy of 
Washington, D. C.. 
The president of this session had not 
at the time of this writing been desig- 


reporter-general. 


nated. 


10 


Curtis 


Wednesday 


Greene of England will preside over 


morning, W. 


the discussion of “Contemporary Ar- 
chitecture Compared to the Ar hitec- 
ture of the Past.” Secretary will be 
William A. Delano of New York, and 
the reporter-general, George Howe of 
Philadelphia. 

“Comparison of the Remuneration 
Architects in the Differ- 
will be the theme of the 
session on Wednesday afternoon with 
J. Otis Post of New York acting as 
and P. B. Sinkler of Phila- 


delphia as reporter-general. The presi- 


Received by 
ent Countries” 


secretary 


dent of the session is as yet unnamed. 

A special session of the Congress 
at 5:30 p.m. on Wednesday will be de- 
voted to lectures on “Light and Archi- 
tecture” illustrated by motion pictures 
in color. 
ment on the use of light at the New 
York and San Francisco Fairs. 

Two themes will be discussed at the 


Leading architects will com- 


fifth session on Thursday morning. 
The first. “The Consequence of the 
Participation by Government, whether 
Federal or Local, and/or by Private 
Enterprise, in the Preparation of Plans 
and the Carrying out of Building 
Operations” will be conducted by Dr. 
Frederico E. Mariscal of Mexico City, 
president, with Arthur Brown, Jr., of 
San Francisco and Charles Butler of 


New York, respectively secretary and 
reporter-general. “Should Public Au- 
thority be clothed with Power to Re- 
ject Plans as Artistically Unsatisfactory 
Purely 


rather than as at Present for 


Technical Reasons Only?” the second 


theme. will be presided over by Henri 


Labelle, Canada. J. Monroe Hewlett 
of New York will serve as secretary 
and Ht tlliam Emer sor of Boston as 


reporter-general. Action on resolu- 


tions Thursday afternoon will conclude 
the formal business of the Congress. 
The following have accepted the in- 
Institute of 


vitation of the American 


Architects to discussion on the 


open 
various themes: Sverre Pedersen. 
Norway: Emile Maigrot, France; 


Uho 
Goodhart- 
{lberto Calza Bini, 
Percy 


P i 
ast presi- 


Henry van de Velde, Belgium: 
fahren. Sweden: H. S. 
Rendel, England; 
Italy; Carlos Contreras, Mexico: 
ky shine Vobbs, Canada. 
dents of the A.L.A. 


presidents at all sessions. 


will act as vice 
The secre- 
taries and reporters-general are all 


Fellows of the Institute. 


Jr New Method Proposed for 


Selecting Architects for 
Federally-Aided Projects 


From Henry S. Churchill, acting for 
Chairman Mare Peter, Jr., of the Na- 
tional Competitions Committee for 
Architecture and the Allied Arts. comes 
notice of Addendum No. 2 by the Fed- 
eral Works Agency to Policy and Pro- 


Continued on page 12) 





CALENDAR OF EVENTS 


@ September 25 — Fall 
mence at Mob 

ign, Chicag Hh. 

@ September 25-28 — Fifteentt 
f Congress of Architects. De 
Washington 


sessions com 
ly-Nagy School of De 
Inter 

eee 
partmental Auditorium 
@ September 25—28—Seventy-first Con 


n f the American Institute of 


Architects. Mayflower Hotel, Wash 
ngton, D. C 

@ September 26 Federation Day 
Federatior f Architects, Engineers 
Chemists, and Technicians, New York 
World's Fair. 

@ October 2—Architects’ Day. New 


York World's Fair. 

@ October 2—-5—Annua! Convention of 
the National Contract Hardware Asso 
ciation. October 3—Architects’ Day 
Hotel New Yorker, New York, N. Y. 

@ October 11—Architects’ Day. Gold- 
en Gate Exposition, San 
Francisco, Calif. 

@ October 9-13 
tional Recreation 
Mass. 


Internationa! 


- Twenty-fourth Na- 


Conaress, Boston 



















e Audition for Visitors, or “amateur show” is mak- 


gy its national debut at the New York World's Fair. 





Map of Dem@Matration 
Toll Calls conta Bs 3500 ; 
lights representi cities 

and towns in | BS. A. — 






















Henry Dreyfuss has been re- 
sponsible for the appear: 
design of interior ‘ 


















d atizatj A beri p 
Tole ; oa ead Wiicsraph Pedro the Voder —the machine that talks entertaiaa™ 

Building . at the New York visitors in the Bell System building at the New York 
World’s Fair. World’s Fair. 
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waxers or 4ir-hed SHEET RUBBER FLOORING 


VOORHEES RUBBER MANUFACTURING CO. INC. 125 EAST 46TH ST. NEW YORK CITY 














OMICRON 
MORTARPROOFING SAYS-:: 
“Lay Up $. ° 


aaa le 





Omicron Mortarproofing, added to any mor- 
tar mix, is positive insurance that mortar 
shrinkage cracks will be checked. That is why 
so many architects specify ““O. M.”... it is 
the time-tested, sure way to check mortar 
shrinkage — real cause of leaky brickwork. 


“O. M.” permits the reduction of as much 
as 20% of the mixing water, yet actually 
makes workability better! Specifying ‘‘O. M.”’ 
on your projects is the safest measure to 
assure “‘tight’’ weatherproof walls. See Sweet’s 
for full details — Reference 5/15 — and avoid 
one of building’s biggest ‘‘headaches” 
leaky brickwork. 





Physical Education Building. 
Oregon Normal School, Monmouth, Oregon. 


Mr. Ellis A. Stebbins, Business Manager, 
Oregon Normal School, reports, ‘“The brick / 
walls of the Physical Education Building o 
this campus have shown no signs of leakage 
- The results of the use of Omicron 
Mortarproofing have been very satisfactory.” 


Send for full information to 
THE MASTER BUILDERS COMPANY 
Cleveland, Ohio 


In Canada: THE MASTER BUILDERS Co., Ltd. 
Toronto, Ontario 


BUILDERS 
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cedure in conducting design competi- 
for Federally-aided 
projects. 

The addendum discusses. 
gressive step in the initiation of low- 


tions proposed 


as a pre )- 


housing projects, a 
architects by “Qualifying 
Competition.” In this method, differ- 
ing from the procedure of Direct Com- 


rent 
selecting 


petition as discussed in Addendum No. 
1, a hypothetical problem, incorporat- 
ing typical requisites involved in plan- 
ning USHA-aided projects. is presented 
by the local authority. The competing 
local architects prepare and submit 
drawings embodying their solutions of 
the 
lected by 
on the 
“Panel” of qualified architects 
the local authority will. 
terms of the Competition 
select architects future 
The local authority 


problem to a jury of experts se- 
the local The 
basis of these drawings, 


authority. 
Jury. 
selects a 
which 
the 
Program, 


from 
under 
for 
projects. may re- 
serve complete discretion as to selec- 
Panel. or may 


from the request 


Jury to assign a numerical order 


tion 
the 
of merit or to arrange working groups. 
It is believed that architects selected 
for the thereby 
centive to study and prepare for work 

Further- 
method is 


Panel are given an in- 
in the low-rent housing field. 
held that this 
scientific, equitable. 


more, it is 
more and eco- 
nomical from standpoints of both time 
and money expended. 

Copies of Addendum No. 2 
suggested form of Competition Pro- 
meeting the requirements of 
both the USHA and the 
stitute of Architects. 
from Nathan Straus, 
Washington. 


and 


American In- 
may be obtained 
USHA Admin- 


ystrator. m €. 


Winners Announced in Competi- 
tion for Leavenworth Post Office 


ComMISSIONER W. E. Reynolds of the 


Public Buildings Administration, Fed- 
eral Works Agency, announces that 
William B. Ittner. Inc.. of St. Louis. 


Mo., submitted the winning design for 
the proposed $250,000 post office and 
courthouse at Leavenworth. Kan. The 
following architects from District No. 
8 (see AR, 5/39, p. 10) received hon- 
orable mention: Arthur R. Mann and 
Robert E. Mann, Hutchinson, Kan.; 
Joseph D. Murphy and Kenneth Wisch- 
Charles 
Mo.: 


associate. St. 


Bloom- 


Lorenz. 


Robert B. 


meyer, 


Louis. and 


method of 


garten, D. Kent Frohwerk, Kansas 
City, Mo. 

A jury composed of Gerrit J. de 
Gelleke, Milwaukee, Albert Kahn, De- 
troit, John O. Merrill, Chicago. Robert 
F. Daggett, Indianapolis. and Charles 
F. Cellarius, the 


Cincinnati, made 


vA ards 
Cranbrook Academy Scholarship 


Winners 


RicHarp P. RaASEMAN, executive secre- 


tary of the Cranbrook Academy of 
Art. Bloomfield Hills, Mich... announces 
the following scholarship winners: 
Vito A. Girone, Orange, N. J-: James 
VM. Berkey, Spokane, Wash.: and 
Sanford B. Wells, Schenectady. N. Y. 


The scholarships will enable them to 
the 
Vear of 


architecture at 
the 


study advanced 


Academy during school 


* ones ). 


News of Schools and Faculty 
Appointments of Interest 
to Designers 


announcement by 


ACCORDING to an 
Guy Gayler Clark. art director of 
Cooper Union, New York City, Pep- 


pino Mangravite, painter and educator 
in progressive art, has been appointed 
to succeed Ernest Fiene on the Cooper 
faculty. He 
struction in advanced painting in both 
the Day and Night Art Schools. ... 
The Laboratory School of Industrial 
Design. New York City, start 
classes for the fall semester on Sep- 
In addition to the 
lar evening courses in product design, 


Union art will give in- 


will 


tember 28th. regu- 


interior design, textile design, advertis- 
ing and display design, the school will 
enrollment of students in the 
the 


materials laborator: 


resume 


day sessions for basic courses in 
abstract design, 
drawing. drafting. etc., preparatory to 
of the 
named fields of industrial design. . . . 
Commencing this fall semester, 
the Institute of Tech- 


nology will offer, as an elective subject, 


specialization in any above 
with 

Massachusetts 

a graduate seminar in which students 
may discuss housing in its relationship 
to sociology, economics, architecture, 
city planning. construction, and public 
health, under the leadership of authori- 
ties in each of these fields. ms oe 
Dillenback, Director of the De partme nt 
of hechitectane at Syracuse University, 


d on page 134) 
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his New Technique Aifirms an 





Achieved Cheough WIT CORRECTALITE 


Holophane Lighting Research has developed another significant advance in the science of illumination. 

In-Bilt Correctalite provides the economy and optical efficiency characteristic of direct lighting with 
the visual comfort attributed to indirect lighting. . . . Prismatic Control in Correctalite concentrates 
down light on working areas without glare, without waste. . . . Because the elements are totally enclosed, 
the effects of dust, dirt and depreciation are minimized. . . . And, above all, because it is built into the ceil- 
ing, In-Bilt Correctalite makes it possible for the architect to treat lighting as part of his structural 


plan, placing the units where they can best suit his interior design. 


Holophane 


ARCHITECTS are invited to write to our 

Engineering Department for In-Bilt Cor- ¢ O M PAN 2 I N G . Lighting Authorities — Since 1898 

rectalite specifications and data _ prepared 

especially for their professional use. 342 MADISON AVE. NEW YORK CITY 
THE HOLOPHANE CO. LTD. 385 YONGE ST., TORONTO, CAN. 


Photo above is the office of 


Herpert McLean Purpy MANAGEMENT Corp., N. Y. C. 
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Bostonians Vote on Recent Buildings 


CONSIDERABLE agreement amongst individual pref- 
erences is indicated by the returns from Boston, 
second U.S. city in which the RECORD has invited 
“lay” judgment on recent local architecture. The 

five buildings on this and page 16 are pictured in 

the order of total nominations received from a 

panel of Boston citizens, recommended for polling 

by several of the city’s architects. 

Next month the survey will move on to Atlanta, 
where a number of that city’s architects, impar- 
tially selected for consultation, will recommend 
citizens whom the RECORD may query. 

Each of the following Bostonians nominated 

from three to six recent buildings: Alexis Paul 
frapoff, artist; L. S. Bitner, department store 
executive: John Lewis Coon, importer: Flliot C. 
Cutler, Harvard professor of surgery: R. M. 
De Cormis, bank vice president: Miss Gertude 
Fiske, artist; W. G. Humphrey, department store 
executive; Thomas F. McSweeney, consulting engi- 
neer; Howard W. Marshall, builder; Dr. John P. 
Vonks: H. Dudley Murphy, Massachusetts art 
commissioner; Henry Parkman, Jr., lawyer; George 
Bb. Pease, elevator sales executive; and Walter C. 
loss, M.I.T. professor of building engineering. 

Buildings rating honorable mention: Leslie Lind- 
say Memorial Chapel, Lever Bros. Co., Lowell 
House (Harvard), New Post Office, Old Harbor 
Village, St. Paul’s Church (Cambridge), Second 
National Bank, United Shoe Machinery Co. 

Buildings receiving single mention: Diocesan 
House (Franklin Street, Boston), Eliot House 
(Harvard University), Harvard Club, Holy Name 
Church (West Roxbury), House of Professor R. H. 
Frazier. House of G. Holmes Perkins, Longwood 
Towers, New England Telephone Building, New 





Photos by Dadmun Studio 


SIX VOTES: Suffolk County Court House. Desmond and Lord, Architects. Federal Building, New Technical Building (Mas- 


sachusetts Avenue), Nurses’ Home (Newton Hos- 
pital), Old South Church Tower, Pratt Diagnostic 
Hospital, Ritz Hotel, St. Cecelia’s Church (West 
Roxbury), Sears-Roebuck Co., Singer Sewing 
Machine Co., Surgical Building (Boston City Hos- 
pital), Vanderbilt Hall (Harvard University). 
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ATLANTA 
= i . 
SIX VOTES: BB Chemical Factory on Charles River, Cambridge, Mass. S| \ f 
Coolidge, Shepley, Bulfinch, and Abbott, Architects. From Des Moines to Boston . . . Atlanta next 
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Particularly appropriate for the bath washable, 


permanent walls of Nairn Wall Linelenm 


ARCHITECTS! BUILDERS! 


Did you know that in actual wear tests con- 
ducted by the National Bureau of Standards. 
Nairn Sealex Battleship Linoleum oufwore con- 
crete? Its true! Economy is another reason 


Attractive, ready-cut border, feature strips and inset complete the 
smart effect in the Nairn Linoleum floor and ceiling in this kitchen, 


why more and more specifications now read 
“Floors — Nairn Sealex Linoleum.” 


AIRN 


REGISTERED 


EAUTY alone makes Nairn Linoleum a big selling point in any 

new home. For the floors, there are over one hundred different 
patterns. And any Nairn Linoleum Floor can be made a Personal- 
ized* Floor with inexpensive, ready-cut Nairn Sealex Insets, Feature 
Strips or Borders. For the walls, there are a score of smart designs 
—subtle pastels. rich dark tones, and striated effects. 






TRADEMARK 





The practical advantages, too, quickly win over prospective home- 
buvers. Nairn materials have a perfectly smooth. sanitary surface. 
Fadeproof. Crac kproof. Easy to clean. And no costly refinishing! 


Write for complete ALA. file on Nairn Linoleum Floors and Walls. 
CONGOLEUM-NAIRN INC. KEARNY, NEW JERSEY 


* Trademark registered U. 38. Pat. Office 
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WITH RECORD READERS (Boston Survey) 
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FOUR VOTES: White Building, Massachusetts General Hos- FOUR VOTES: Liberty Mutual Insurance Company's Home 
pital. Coolidge, Shepley, Bulfinch, and Abbott, Architects. Office Building. Chester Lindsay Churchill, Architect. 
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THREE VOTES: Hayden Memorial Building. Coolidge, Shepley, Bulfinch, and Abbott, Architects; Cram and Ferguson, Associates 
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Experimental Ship-Model Basin ... See pp. 34 to 37. 
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INNOVATIONS MARK CONSTRUCTION OF EXPERIMENTAL-MODEL BASIN 


REAR-ADMIRAL BEN MOREELL, U.S.N., Designer 


THe Daviv W. TayLor Model Basin at Carderock, Md., pro- 
vides unequalled facilities for the testing of ship models. The 
project, costing $3,500,000, includes a Basin building 1,300 
ft. long, as well as shop, office, and laboratory buildings which 
form a continuous group 871 ft. in length. 

All buildings are of reinforced concrete. The shop, office, 
and laboratory structures are among the first buildings of 
such size to be designed as continuous, rigid frames. Thus, 
the structure is considered as a single unit instead of as 
a combination of isolated members: account is taken of the 
effect of a load anywhere on the structure upon stresses in 
all other parts; smaller sections and greater economy of 
material are thereby made possible. These buildings are 
faced with precast aggregate concrete panels (Dextone 
Mo-Sai), which are used as exterior forms for the poured 
structural concrete; an excellent bond is obtained and half 
the panel thickness is assumed as effective structurally. 
Panels are a mixture of opaque and translucent quartz with 
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Atlas white Portland cement for the facing. They are heavily 
reinforced and the concrete itself is reported to be of unusual 
density and strength, averaging 7,500 pounds per square inch 
in compression after 28 days. These panels can be cast in 
much larger sections than is practicable for natural stone. 

The shop, office, and laboratory buildings run parallel to 
the Basin building. The shop provides facilities for making 
models to be towed and self-propelled in the basins. The 
laboratory contains equipment for testing propellers and the 
strength and vibration characteristics of various ship con- 
structions. It also includes a small model basin in the base- 
ment. The office building provides drafting and computing 
rooms, a photographic laboratory, and a museum, in addi- 
tion to administrative facilities. A heating plant, electrical 
substation, water-purification plant, and sewage-disposal plant 
are also provided. Lieutenant-Commander Hugo C. Fischer 
of the Navy Civil Engineers Corps was in charge of construc- 
tion at the site. 
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Shop, office, and laboratory buildings are faced with precast concrete 
panels which serve as exterior forms for the poured structural concrete. 
View showing method of securing precast-concrete face panels to backforms 
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. S. Navy Photos 


Official 


EXPERIMENTAL BASIN 


THE Bastin building is founded on solid rock: the lower 
14 ft. of the deep basin are in fact dug out of the rock itself. 
This is important because the slightest sinking would throw 
out of alignment the sensitive machinery used in testing. 
Further. rails atop the basin walls. on which the towing 
carriages travel, are set parallel to the earth’s curvature to 
a tolerance of 5/1,000ths of an inch: for the surface of the 
water in the basins, when it is perfectly quiescent. follows 
that level. 

The main section of the building is a vaulted structure. 
a three-hinged barrel arch of reinforced concrete, without 
ribs or projections of any kind; it is said to be the first 
arch of its kind ever built. The arch is 1.188 ft. long. with 
a clear span of 110 ft.; it is 8 in. thick at the crown and 
12 in. thick at the abutments: expansion joints are spaced 
120 ft. on centers. The three hinges of the arch serve. first. 
to make the stress analysis statically determinate, removing 
uncertainties in the design procedure; and, second, to mini- 
mize the effects of so-called “parasitical stresses” (shrinkage. 
rib-shortening, plastic flow. temperature and humidity varia- 
tions, abutment yielding), with resulting reductions in sizes 
of sections. and therefore in the cost of superstructure and 
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foundations. ‘The hinges. invented by an eminent engineer. 
\ugustin Mesnager. are of reinforced concrete, like the arch 
itself. The crown hinge is reinforced by eight 14-in. round. 
corrosion-resistant steel bars per foot. The abutment hinges 
are made of eight °,-in. round. intermediate-grade, carbon 
steel bars per foot. The mortar covers over the hinges were 
placed 14 days after decentering; this to permit adjustment 
for dead-load rib-shortening. initial shrinkage, and _ initial 
abutment deflections while the hinges were in their most 
flexible condition. Tests. including the loading to destruc- 
tion of a quarter-size model, were conducted before build- 
ing began; and design procedures were based on those tests. 

The arch-roofed main section encloses a high-speed basin 
with a 10-ft. water depth, a deep basin 22 ft. deep, and a 
shallow basin with a 10-ft. depth. The shallow basin is a 
continuation of the deep basin at one end, separated from 
the latter by a removable caisson; at the other end it con- 
tinues into a turning basin with a radius of 70 ft. 

The underside of the vault is lined with a 2-in. thickness 
of Thermax insulation. There are no openings for natural 
light in any part of the Basin building, all light and ven- 


tilation being artificially provided. 
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SHALLOW BASIN 





DRAINAGE TUNNEL 















» Section 

' 
Hinge assemblies as received: abutment Abutment hinges in place; the concrete 
hinges at right, crown hinges at left. cover will be a shield against corrosion. 
Abutment hinge bars after casting; con- Section of arch reinforcing is picked up 
crete cover adds to strength of hinge. by crane for placing on arch centering. 

‘ 

. 
View showing placement of insulation Top of arch, showing reinforcing steel; 
serving as the bottom form of the arch. thickness of arch at crown is 8 inches. 
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For greater privacy, working areas are elevated above street 


There is parking space here for six automobiles. 
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An 


examining 


level. 


room for special 


cases is provided on the 
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PHYSICIAN'S OFFICE DESIGNED 


HARRIS ARMSTRONG, Architect 


PHeE PROBLEM involved in the design of this 
physician's office in St. Louis. Mo.. was the 
provision of a single-floor working area fon 
a specialist with a large practice: at the same 
time. this area was to be removed from. the 
scrutiny of passersby. This was done by ele- 
vating the office above street level, an arrange- 
ment which also permitted the use of space 
in the rear for automobile parking. 

The work area has been so laid out that the 
receptionist at the observation window be- 
tween waiting room and secretarial center is 
the coordinator of the work of the office: she 
operates the switchboard, makes appointments, 
takes patients to their examination rooms. 
works signal lights that tell the doctor which 
rooms are occupied and which patient is to 
be seen next, puts the patient's “history file” 
beside the door where the doctor may see. it 
before entering the room, ete. 

The building is completely air-conditioned. 
with all air exhausted through fans in the 
laboratory. the room which is the source of 


most of the medicinal odors. 
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The main desk commands a 
view of all examination rooms. 


One of the examination rooms 


View of the laboratory 
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RESEARCH IN LOW-COST HOUSING YIELDS A SOLUTION IN PLYWOOD 
JOHN B. PIERCE FOUNDATION, Designers 
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Details of wall construction 


i a 
PTEMBER 939 


THe Joun B. Pierce Foundation, which for years has researched the 
problem of low-cost housing, has now built a house at Lebanon, N. J. 
to test its conclusions. The design of this house was developed after 
an investigation of the possibilities of various materials and structural 
systems for low-cost housing: this in addition to time-studies of house- 
hold functions, and inquiries into the living habits of low-income 
families and their possible bias against design innovations. A peaked 
roof was decided upon partly to avoid sales resistance to the flat roof: 
little space Is wasted, however. it is claimed. because some space would 
be needed for insulation, no matter which roof-type was used. Most 
furniture, except chairs, is built-in; this reduces initial expenses and 
makes for maximum efficiency in the performance of domestic tasks. 
Exterior walls consist of a. series of wall girders in which plywood 
panels act as webs and horizontal cross-members as flanges. In tests 
at Columbia the ultimate strength of these girders proved to be almost 
five times their design load in this one-story house. The windows, stock 
casement sash, can be slid back, leaving the entire window space open; 
with the plywood panels tested under maximum load, they could still 
he operated. 

The shell of the house was erected practically complete between 
8 a.m. and 4:15 p.m. of one day. Although about two weeks passed 
before completion of construction and installation of equipment, it is 
estimated that. with more experience and better organization, the work 
could be done in about four days. The assembling was done by four 
men who had never previously erected such a house. Cost of a single 
house is estimated at approximately $1,700. 
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7:59 a.m. About to begin assembly of parts. 


i 


Photos by Eric J. Baker 
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Plan and section of floor construction 
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"METAL CLIPS7 BLOCKING SECTION 





8:36 a.m. Placing the first deep-girder wall beams. 


ae 





10 a.m. Top beam and gable ends are put into place. 
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Meee) 2 p.m. Nailing rafters; sheathing and shingles over. 


4:15 p.m 
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View of living room with kitchen beyond. the continuous wiring at the baseboards and table. 


Living room from kitchen. At left is the hot-air furnace, with grate and double doors, used here as a fireplace. 
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PLYWOOD HOUSE 


a single thickness of 


WALI 


.-in. resin-bonded plywood, glued and 


PANELS are 


nailed to the posts and cross-members. 
Resin films within the ply wood act as 
vapor barriers. The floor is insulated 


with Sisalkraft papel *Bostiched” to the 
tops of the girders and drawn tight. In- 


sulating value of the construction has 
not vet been tested empiri ally. The 
Pierce Foundation intends to put a 
family in the house. maintaining 


comfortable living conditions within it 


through next winter: temperatures, Ccon- 


densation. ete.. will be regularly re- 


corded. 
The heating system. a coal-fired hot- 


air furnace. is a “tailor-made” model 
not yet in preduction. The unit is lo- 
cated between a pall of closets off the 


living-room 


louble 


HiVving-room 


wall; it has a grate and 


doors and may be used as a 
fireplace. Space over the 
eiling of the hallway is used as a 
enum chamber and for ducts through 
vhich heat is transmitted to other rooms 
if the house. The chimney is of asbes- 
tos-cement: it acts. too. as a vent for the 
ittic and for the hot-water system. 
Ihe waste and vent piping has been 
so laid out that it ean be pre-assembled. 
th only two field connections neces- 
y: in fact. the most complex of the 
its (that which joins all the soil lines 
could easily he 


and lifted into place by one 


d vents) precast in 
© piece, 
n. 

lhe wiring system is a combination 
conventional methods and a_ recent 
velopment of the Pierce Foundation 
t yet available generally. Outlet strips 
baseboards. 


outlets in 


continuous around 


ainscots. ete.. providing 
ine areas every six inches and in othet 


eas at somewhat larger intervals. 








Sash can be slid back, permitting full use of window space for ventilation. 


Bedroom with double-decker bunks. 


Most furniture, except chairs, is built-in. 
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Right: cinder block, glass block, and copper 
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are used on one wall; left: the living room's 


casement windows overlook the 
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MICHIGAN RESIDENCE HAS CINDER-BLOCK EXTERIOR AND INTERIOR FINISH 


ALDEN B. DOW, Architect 
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Second floor 








BED ROOM 2 






[HE RESIDENCE of Miss Mary Dow at 


+t+GLASS BLOCK 


Saginaw. Mich.. features an interesting 
combination of materials and an = un- 
; a DINING ROOM 
isual arrangement of floor levels. The 
structure. resting on a cement-block 


foundation. is of unit cinder blocks. 


Section 


l se of these unit blocks gives an over- 
ill decorative pattern to the exterior: 
reen copper panels above the living 
room and on one wall and cypress trim 
re the only variations. Entrance to the 


use is not direct: since the building SRN 2 

; : U +2. SERVICE 
overs most of its plot, this permits ENTRY KITCHEN DINING 
onsiderable privacy from the nearby f GARAGE 


treet. On the same level with the en- 






rance is the living room. The rear 
ortion of the house is planned on the 
lit-level principle: from the living 200 3 tt] CT 
m. stairs lead down to dining room, 
chen, bedroom, and porch; stairs 


] 


id up from living room to the other BED ROOM | 


' bedrooms. Ceilings (and bedroom {| |) LIVING 


ills) are of sand-float finish plaster, 
th red cypress trim. Living-room 
d dining-room walls are of the same 
it block as the exterior. Floors in TERRACE 
ing and sleeping areas are carpeted 
deep blue; linoleum is used in the 
chen; terraces, garage, and basement 





cement floored. All roofs are insu- 
ed with 4-in. rockwool. First floor 
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MICHIGAN RESIDENCE 





Fireplace group in_ living 


Left, looking toward wood 
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room seen through wood casements which open on Bedroom 2. 





casements; right, looking down from landing toward dining level. 
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NEW EQUIPMENTS 
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Unit cooking equipment 
permits flexible design 


THe THERMADOR Electrical Mfg. Com- 
pany of Los Angeles has added to its 
line of Bilt-in Ranges, a series of flexible 
cooking units for kitchens of all sizes. 
Enelosed-tube type cooking tops. baking 
and warming ovens are supplied as inde- 
pendent units to be built into standard 
kitchen cabinets in the most convenient 
locations for use (Fig. 1). Where it is 
desirable for the range to supply space 
heating (in southern and western 
states). Thermador provides an electric 
room heater and circulating fan built 
into a compartment below the range. 


Treadle-controlled 
group shower 


THe Braptey Washfountain Company 
of Milwaukee announces a water-saving 
vroup shower operated by a_treadle 
(Fig. 2). Pretempered water is used to 
assure safety and to reduce water con- 
sumption. Both circular and semi-circu- 
lar. five- and three-person models are 
available. with or without partitions. 
The unit is 7 ft. in diameter. has baked 
enamel finish on sheet and tubular steel. 
and a single central drain connection. 


Delayed-action 
light switch 


\ UNIQUE SAFETY device for home own- 
ers in the form of an adjustable toggle 
switch which permits the light to stay 
on from 20 to 60 seconds after the 
switch is snapped off is now being mar- 
keted by the S & W Mfg. Company of 
Downey. Calif. This switch. called 
the Delay-O-Lite. has been approved by 
the Underwriters’ Laboratories. Inc. It is 
recommedned for hallways. bedrooms. 
children’s rooms. porches, garages, and 
basements. Quickly installed with a 
screwdriver. it will fit a standard switch 
box and replace the ordinary wall type 
of toggle switch which it resembles. 
This device is limited to loads from 40 
to 250 watts. 


Revolving file 
facilitates reference work 


BECAUSE THE latest telephone books and 
commercial directories of over 1000 


cities in 118 countries of the world had 
to be easily available for quick refer- 
ence, J. E. Sitterly & Sons, Inc., of New 
York City, publishers of Importers’ 
Guide, installed a motorized, rotating 
file (Fig. 3). Around its 50-ft. cireum- 
ference are filed hundreds of these 
books, each clearly indexed. The drum 
turns one revolution per minute permit- 
ting the circulation clerks seated at spe- 
cially designed desks to select any ref- 
erence needed to check changes in 
address and firm style of overseas 
houses. 

The entire construction is lined with 
Armstrong’s corkboard to silence me- 
chanical noises. 


Precision control from automatic 
hydraulic door closer 


YaLe anp Towne Mfg. Company of 
Stamford. Conn.. has extended the func- 
tion of the familiar door closer by pro- 
viding photoelectric or switch control 
for a small electric pump which supplies 
hydraulic pressure to the piston of the 
closing device on the hinged door. 
Other types of automatic door on the 
market work by compressed air; this 
system, known as “The Phantom Door- 
man,” employs hydraulics to give 
smooth, efficient operation. The liquid 
used acts as a lubricant and cannot 
freeze, making the device suitable for 
exposed installation. The regular closer 
spring closes the door when the pressure 
is relieved. Closers may be visible or 
concealed. Pressure may be regulated 
and is automatically graduated at be- 
ginning and end of swing. 

This automatic control has applica- 
tions in industrial plants, hotels, restau- 
rants, office buildings, stores, terminals. 
and hospitals. for traffic, air-condition- 
ing, and advertising purposes. 


Pneumatic-rubber 
door silencer 


AN INEXPENSIVE device for reducing the 
noise of closing wood or metal doors 
has been brought out by Glynn-Johnson 
Corporation of Chicago. Three small 
and tamper-proof buttons of _ live 
moulded rubber with cushioning air 
pockets are provided for mounting on 
the stop of the door frame. They are in- 
conspicuous and cannot be pulled off. 
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NEW MATERIALS 





Figure 4 
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Figure 5 





Figure 6 
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New low-cost 
movable partition 


\ New. low-cost movable partition, 
Transite Walls-Universal Type. for sub- 
dividing offices and partitioning off 
departments in plants and factories. 
has recently been announced by Johns- 
Manville. Through new developments 
in design and construction, the manu- 
facturer reports, this new type of par- 
tition wall is easy and economical to 
erect. and equally as simple to dis- 
mantle and re-locate (Fig. 4). 


The panels which form the finished 
wall are 1°, in. thick, consisting of a 
sealed light-weight core faced on both 
sides with !xy-in. Transite, a fireproof, 
permanent, asbestos-cement — material. 
While the finished wall panel is only 
13) in. thick, comparative tests by the 
manufacturer reveal sound isolation 
values equal to a 3-in. wall of conven- 
tional partition construction. 


Transite Walls-Universal Type are 
furnished in large. light-weight panels 
which are firmly anchored to steel floor 
channels concealed in the partition. The 
walls are made in both free-standing 
and ceiling-height types, with or with- 
out borrowed lights, and with a complete 
line of all necessary accessories, includ- 
ing hardware, light metal frames, door 
bucks. and doors. Doors are of the 
same construction as the wall panels 
and are available in two finishes—-wood 
veneer over Transite and natural Trans- 
ite to match the finish of the wall panels. 
In appearance, Transite Walls-Universal 
Type show flush surfaces with a soft 
gray finish which may be waxed or 
painted on the job. 


Double spline fastening 
promises many uses 


\ RECENTLY PATENTED method of join- 
ing materials, the Homer Spline Lock, is 
announced by the Doughty Marketing 
Corporation of New York City. sole 
licensing agent. Two inclined keys or 
splines form a laterally locked construc- 
tion which can slide either initially for 
permanent placement of parts, or loose- 
ly to permit accurate operation of slid- 
ing equipment such as drawers or 
windows (Fig. 5). 

Metal, wood, plastic, and tile applica- 
tions have been made, and joinery de- 





tails such as tongues and grooves, dow- 
els, and dovetails have been replaced 
cheaply and with greater strength by 
this process. Precision equipment is 
available for shop production of this 
joint in any material. and hand tools for 
grooving on the job. 


Many applications are claimed for 
the system in the building field: in mill- 
work, in finishes such as block flooring 
and tile. and a large field in the more 
economical production of furniture and 
cabinetwork. A completely pre-fit win- 
dow can be sent knocked-down to the 
job and assembled quickly. Jamb, head, 
sash, and casing are all matched-grooved 
with precision shop equipment and fur- 
nished with splines for job assembly 
without work with tools. The splines 
form a weatherstrip and double track for 
each sash, the width of splines and depth 
of grooves being gauged to provide eXx- 
pansion joints where needed. Substantial 
savings are effected in milling, omission 
of parting strips. and job labor. The in- 
creased strength permits smaller mem- 


bers and greater glass areas. 


The Homer Spline Lock is also appli- 
cable to flush door construction for 
bonding core strips and stiles. 


One of the great advantages of this 
detail is the elimination of the slow tra- 
ditional method of clamping glued 
joints. Glue is still used but the spline 
lock itself operates as an internal clamp 
allowing continuous fabrication without 
the interference of bulky accessory 
clamps. 


Wall tile with 
internal drainage 


Natco DRri-SPEEDWALL terra-cotta tiles 
(Fig. 6) have a central trough to drain 
seepage to top of footing and out of 
wall. Recently put into production by 
the National Fireproofing Corporation 
of Pittsburgh, Pa.. this trough also elim- 
inates through-wall mortar joints and 
helps form the standard Speedwall han- 
dle to facilitate laying. Face size is 
74 by 16 in. and thicknesses are 3°,, 8, 
10. and 12 in. There are special clo- 
sure and other non-draining units. The 
tiles are available in glazed and un- 
glazed finishes. afford some insulation 
value, and resist fire. decay, and ter- 
mites, 
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Section through radio 
and phonograph 
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1. SERGE CHERMAYEFF 
Architect 


ARRANGED ALONG ONE wall of this living 
room are compartments and ¢ upboards tor 
display and storage. The unit permits con 
siderable variation of pattern, since all the 
display compartments have sliding fronts 
ind adjustable shelves: they are specially 
designed for showing works of art. Below 
these are cabinets with tambour shutters 
for radio and phonograph. and with drop 
fronts for record storage and liquor. The 
bottom row of cupboards and drawers is 
lor storage. The entire unit is finished in 
walnut: interiors of cabinets are white: 


lrop flaps are of white linoleum. 
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NEW DWELLING UNITS: STORAGE 





2. J. R. DAVIDSON 


Designer 


THIS STORAGE UNIT features space for books, radio, phono- 
graph, and records, in addition to cupboards for miscel- 
laneous objects. Bookshelves are open; the other compart- 
ments have doors. The unit is of Japanese oak, bleached 
and waxed; supports for the bookshelves are of heavy glass. 
The top of the record-player compartment is hinged and 
opens upward, facilitating use of the instrument. Radio 
control dials are contained in a separate compartment from 
the loudspeaker. In the center of the compartment at left 
is an opening through which motion pictures are projected 
from a passage back of the bookcase wall. 


Materials and equipment 
Bookcase: Japanese oak, executed by Soulé Manufacturing Co. 
Radio and record player, Capehart. Hardware: invisible hinges, 


Soss Manufacturing Co., Inc. 
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3. EUGENE & LEE SCHOEN 


Decorators 


RECEDING pooRS on the upper portion of this unit) permit 
changes in the wall pattern and at the same time keep books 
dust-free. The unit contains. in addition to shelves. a lock-up 
compartment in the lower section for larger books and papers. 
The upper portion is of wood painted in a light color: the 
receding doors are covered with natural rawhide. The lower 
portion is finished in brown sucupira wood. Chairs and tables 
have frames of the same material; chairs are upholstered in 
plum and purple velvet. Lighting is indirect. and comes from 
a cove which runs around the room above the book shelves. 


Materials and equipment 

Book storage unit: Pusey & Jones Corp. Chairs and table: specially 
designed, executed by Schmieg & Kotzian. Lighting: reflectors, Frink 
Corp. Rug: brown chenille, Mohawk Carpet Co. 
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4. SAMUEL GLASER 
Architect 


SPACE UNDER THE gable of a dormer alcove is here 
used to advantage for book and personal storage. 
Bookshelves on the left are of plywood, painted, and 
are left open. To give variety of pattern and provide 
for books of different sizes and for magazines, the 
four upper shelves are higher than the two lower 
ones. The unit on the left, also of plywood, consists 
of a cupboard with two shelves for storage of hats, 
bed linen, or miscellaneous objects; and of six 














drawers for storing dress accessories, underwear, etc. { 

| 

Materials and equipment —$_____ J 
ry. ~ ° . a | t 3 4 
Windows; Steel casement, Detroit Steel Products Co.; glass, i i liistildiedpononcnccatl 


Libbey-Owens-Ford. Elevations of closets 
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5. RITS VAN WITSEN 


Interior Designer 


HIS WARDROBE, built into an existing recess. 
really consists of three parts. since there were 
already two side closets of different depths. 
lhe entire front of the wardrobe was surfaced 
with sapoli mahogany so as to unify the sev- 
eral parts. The center cabinet (C) is for bed 
linen: below it are drawers for miscellaneous 
storage. Although most closets are designed 
for women, this unit recognizes the specific 
storage needs of a man’s apparel: Closets A 
and B are planned to accommodate hats. over- 
coats, sport jackets, suits. boots. shirts. etc. 
Closets D and E are for women’s clothes. with 
compartments for long and short dresses. hais. 
shoes, etc. Of particular interest is the use to 
which the doors are put. Doors on closets A 
and FE have full-length mirrors with lumiline 
lights; there are tie racks on the man’s side. 
and hooks for belts on the woman’s side. The 
other doors have shallow drawers for under- 
wear, and hangers for umbrellas and canes. 
All clothes racks can be pulled entirely out of 
the wardrobe. The compartment for women’s 
hats is accessible from below. 
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Detail of sliding hangers 





Plan of closet B 


6. A. KIMBEL & SON, Decorators 


In these two closets a woman’s entire wardrobe can be stored, including such acces- 
sories as handbags and gloves. Inside each closet is a circular unit of wood which 
revolves about a central pivot. Closet A houses garments, handbags, and shoes: 
closet B has an open hat rack, trays, and shoe racks. The outsides of the doors and 
the walls are mirrored. The floor is tiled. 





Materials and equipment 
Mirrors: Gotham Glass Co. Metal shapes: Charles Arcularius. Tile: Mueller Mosaic Co. Plan showing relation of closets A and B 
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7. MICHAEL GOODMAN 
Architect 


HIS REVOLVING CORNER cabinet for kitchen equipment makes ingenious use of 


what would ordinarily be waste space. Not only is considerable storage space 
vained in this way. but the objects stored in the cabinet are made more accessible. 
since it revolves in both directions. Construction is simple and consists of two 
plywood shelves with metal rims hung on a special bronze hinge. 


Materials and equipment 


Cabinet: executed by Paramount Built-in Fixtures. Linoleum: brown and yellow, Armstrong 
Cork Co. Tile: white with brown trim, Gladding McBean. Glass: Libbey-Owens-Ford. 
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8. ALDEN B. DOW 


Architect 
FOR THE STORAGE of dining equipment 
linen. china. silver. etc.—these cabinets. set 


in a slight recess beneath a_ glass-block 
panel, are of Louisiana red cypress. The 
central compartment has two silver trays 
and shelves for linen storage. The other two 
compartments are for china, glassware, etc. 
The top of the unit is of linoleum. 


Materials and equipment 

Glass block: Owens-Illinois. Plate glass: Pittsburgh 
Plate Glass Co. Hardware: special, National Brass 
Co. Cabinet top: linoleum, Congoleum-Nairn, Inc. 
Doors: cypress veneer, Roddis Lumber & Veneer 
Co. Carpet: blue, Bigelow Sanford Carpet Co. 
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THE GENETICS OF DESICN 


Nowhere is the ferment of the building field more clearly 
refiected than in architectural education; and nowhere are 
there more important auguries for the future. For what the 
architectural schools of America teach today will—in large 
measure—determine what the people of America have to- 
morrow in the way of buildings. With this in mind, Archi- 
tectural Record begins this month a series of investigations of 
current developments in architectural schools throughout the 
country. 

Two years ago Columbia University established in its School 
of Architecture a Laboratory for Design-Correlation under the 
direction of Mr. Frederick J. Kiesler. On the following pages 
we present: first, a study by Mr. Kiesler on the genetics of 
building design (pp. 60-69); and, second, a project by the 

Laboratory representing a concrete application of Mr. Kiesler's a 


analysis to one of the problems of everyday life (pp. 70-75). 
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Fig. |. 
both the continual action of the total environment on man and 
the continual interaction of its constituent parts on one another. 


ON CORRE 


A DEFINITION AND T 


by FREDERICK J. KIESLER 


Director, Laboratory of Design-Correlation 


Columbia School of Architecture 


m NJ) a+ : ‘ nena’ MA MA 


Man = heredity + environment. This diagram expresses 


In this paper* I propose to show that the perennial crisis in architectural history is due to the perennial lack of a science dealing 
with the fundamental laws which seem to govern man as a nucleus of forces; that until we develop and apply such a science to 
the field of building design, it will continue to exist as a series of disparate, overspecialized, and unevenly distributed products; 
and that only such a new science can eliminate the arbitrary divisions of architecture into: Art, Technology, and Economy, and 
make architecture a socially constructive factor in man’s daily activities. 


Today we face the task of formulating the general laws of the foundations that underly the many specialized sciences, not in 


terms of metaphysics (such as religion or philosophy) but in terms of work-energies: 


and the specific task of formulating 


those that govern building design. But the two are intimately related and we in the building field cannot solve our special prob- 


lems without comprehension of the foundations of such part-sciences. e.g. physics, chemistry. biology, ete. 


Thus. it would seem 


imperative that we summarize some of the concepts of modern science and investigate their validity for our specific problem. 


Concepts from science for the building designer 


Man is born in evolution of hereditary trends. He is the 
nucleus of forces which act upon him, and upon which he 
acts. We assume, with contemporary 
science, that they are of an electromagnetic nature. The inter- 
relation of organic and inorganic matter is a mutual bombard- 
those of 


Forces are energies. 


ment of energies which have two characteristics: 
integration and those of disintegration. 

By means of gravitation, electricity generates energy into 
This is integration. 


solids of visible matter. By magnetism 


*In an earlier manuscript of Mr. Kiesler's (‘From Architecture to Life," 
for Brewer, Warren and Putnam, 1930) the groundwork of this paper was 
laid; it was first read in approximately its present form at a Symposium 
on Science and Design held by the Alumnae Assocaition of the Massa- 
chusetts Institute of Technology, June 6, 1938; this is its first appear- 
ance in print.—Ed. 
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and radiation, electricity degenerates energy into tenuous, 
invisible matter. 


If this general principle of anabolic and catabolic energies 


This is disintegration. 


were the sole principle of existence, we would have a static. 
unchanging world. But these two forces (positive and nega- 
tive) interchange through physico-chemical reactions, one 
force striving always for a preponderance over the other. 
In this way variations are constantly created; and in this 
process of creation, new nuclear concepts and new environ- 


ments are in continual formation. 


Reality and form 


The mutual biological interdependence of organisms is. 
in the final analysis, the result of the primary demands of 
all creatures: proper food, habitat, reproduction, defense 
against inimical forces. 
tion. jostling, and strife of individual with individual, and 


Life is an expression of the coopera- 


of species with species, for these primary needs. 
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LISM AND BIOTECHNIQUE 
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A NEW APPROACH TO 


The visible result of these activating forces is called 
matter and constitutes what is commonly understood as 
reality. The reason for this superficial interpretation of real- 
ity lies in the limitation of man’s senses in relation to the 
forces of the universe. For matter is only one of the ex- 
pressions of Reality. and not reality itself. If matter alone 
were reality, life would be static. 

What we call “forms.” whether they are natural or artificial, 
are only the visible trading posts of integrating and dis- 
integrating forces mutating at low rates of speed. Reality 
consists of these two categories of forces which inter-act 
constantly in visible and invisible configurations (Fig. 2). 
This exchange of inter-acting forces I call CO-REALITY, and the 
science of its relationships, CORREALISM. The term “correal- 
ism” expresses the dynamics of continual interaction between 
man and his natural and technological environments. 


Natural, social, and technological heredity 


Biology has divided these forces into two main categories: 
Heredity and Environment. Man had to evolve a method 
for dealing with the effects of these overwhelming forces upon 
himself. For this purpose he created technological environ- 
ment to help him in his physical survival even within the 
short span of the age-potential of his own species. This is 
made more difficult because man is biologically unfit to trans- 
mit his experiences to his offspring: each child has to begin 
anew its adaptations to nature. In short: contrary to pre- 
vailing belief, acquired traits and habits of parents can not 
be transmuted into the make-up of body cells and, by way of 


*The part of Darwin's theory which stated that “acquired characteristics 
are inheritable” has been disproven. (August Weissmann, 1880.) 
Thomas H. Morgan: the belief in the inheritance of acquired 
characteristics is not based on scientific evidence but on the very 


human desire to pass on one's acquisitions to one's children.” 
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procreation, given to their children.* 

By providing unchangeable genes within the germ-cells 
Vature has safeguarded herself from man interfering funda- 
mentally with her aims, whatever they may be. This “sealed 
order” of the germ cell contains nature’s will which man can 
influence during his own life-time, but not beyond that. This 
places a deep responsibility upon those who “design” tech- 
nological environment, because the restriction of its applica- 
tion to only one life-span makes it so much more needed as 
part of man’s defense-mechanism. It appears, then, that the 
only human experiences that can be inherited by children are 
those of customs and habits by way of: training and educa- 
tion, thus “social heredity” is the only tool man can rely 
upon. Just as all living organisms are generated through 
their own species from a long chain of generations, so do 
ideologies or man-made objects generate from a long line of 
older ideologies or objects of similar functions. Thus a con- 
temporary chair, for instance, is the product of many genera- 
tions of other tools for man to rest his body in fatigue. This 
is heredity in technology. 


What is technological environment? 


When the biologist speaks of environment, he invariably 
means the geographical and animal environment. This defi- 
nition is perhaps accurate for all creatures except man. For 
man alone has developed a third environment: a technological 
one which has been his steady companion from his very 


inception. This technological environment, from “shirts to 
shelter,” has become one of the constituent parts of his total 
environment. Thus, the classification of environment becomes 


three- instead of two-fold. as in Fig. 1: 


1. natural environment 
2. human environment 
3. technological environment 
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Fig. 2—The nuclear concept of production as expressed in three of the sciences. Note that though the forces involved are 
expressed in different terms, their basic organization is similar. 
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Fig. 3 —- MORPHOLOGY-CHART OF 
THE THREE TYPES OF TECHNOLOGI- 
CAL PRODUCTS: Standard, Variation, 
and Simulated (exemplified here with 
the development of a_ cutting-tool). 
Once established as a standard, varia- 
tions for specialized use develop: but 
the speed with which new.and higher 
standards are developed is in direct 
ratio to the amount of energy wasted 
on the simulated which, unlike the varia- 
tion, has no re-active value to the 
growth of a few standard. Since con- 
tinued existence of the simulated is 
largely dependent upon lack of knowl- 
edge, education becomes an important 
factor in channelizing productive forces 
and thereby increasing rate of advance. 
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But it is this last factor of technological environment 
which concerns us here, since it is in this field that the 
architect works. Man-made, technological tool-objects have 
been in existence since the Ice Age. But no branch of science 
so far has undertaken to investigate, analyze, chart, and mea- 
sure the direct and indirect, voluntary and involuntary effects 
of technological environment upon man; nor has any branch 
of science charted and formulated the laws which govern 
the development of technology. We have had numerous ac- 
counts of the history of technology but no study of the need- 
morphology of its growth. 

In studying the history of the science of biology one can 
find with amazement the lack of observation and systema- 
tization of natural phenomena: for twenty centuries after the 
Greeks, no new theory of natural science came until the ap- 
pearance of Lamarck and Darwin. The scientific theory of 
evolution is essentially the product of the last hundred years. 

An analogous situation exists in technology, and we need 
not be surprised that no new theory on the phenomena of 
design has been forthcoming. Just as the scientists of the 
Middle Ages thought that horses produced wasps; asses. 
hornets; and cheese, mice, so modern men think that it is 
industry which produces the technological environment. In 
reality, the technological environment is produced by human 
needs: absolute needs and simulated needs. 

Of what does this technological environment consist? In 
its simplest terms, it is made up of a whole system of tools. 
which man has developed for better control of nature. | 
use the term “tool” advisedly. It is generally agreed that the 
difference between a machine and a tool is the power by 
which it is driven, whether manually or by the forces of 
man’s environment—e.g., natural (water) or synthetic 
(electricity ). But this distinction of isolated technological 
fields must be replaced by an understanding of technological 
invention as a whole. For the purposes of this analysis, | 
therefore define “tool” as: any implement created by man 
for increased control of nature. The term “tool” is preferable 
to the term “machine” because it brings us back to the 
origin of the machine, and to its ultimate purpose: enabling 
man to reach levels of higher productivity. In this sense, 
everything which man uses in his struggle for existence is 
a tool and, as such, part of a man-made technological en- 
vironment, from shirts to shelter, from cannons to poetry, 
from telephones to painting. No tool exists in isolation. 
Every technological device is co-real: its existence is con- 
ditioned by the flux of man’s struggle, hence by its relation 
to his total environment. 

The persistence of technological environment is marked by 
constant, if only indirect, infiltration of converted forces 
embodied in the manufacture of our homes, workshops. 
transportation shelters, etc. The ratio of fabricated environ- 
ment to natural environment varies according to the ways 
in which men make their living. Today, men in urban 
areas spend about 88% of their time indoors; in suburban 


areas about 70%; and in rural areas about 43%. 


A qualitative classification of tools 


But we must keep in mind that the technological environ- 
ment affects man’s development, and that technology itsel/ 
follows laws of heredity in its own development. We then 
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observe that the principle of heredity also operates in tech- 
nology. Thus the progressive development of any tool—a 
knife, a factory, a home—does not follow a straight line 
any more than does a species of plant or animal. On the 
contrary, production of any tool in our industrial era seems 
to develop along three characteristic lines. (Fig. 3.) 


The Standard Type, developed by absolute need. 


The Variation, evolved from the Standard Type 


for auxiliary purposes. 


The Simulated springs directly or indirectly from 


one of the two foregoing types. 
This third group of products— 
and it is by far the largest—dis- 
tinguishes itself from the Stand- 
ard and the Variation chiefly by 
a lack of material efficiency and 
insignificant changes in design 
and materials. 


Each of these three types has its special fertilization 
grounds in which it develops. The Standard grows out of 
scientific knowledge. The Variations are a natural adapta- 
tion of the Standard to specific conditions, and are therefore 
valid. The Simulated product and its temporary survival is 
only made possible by a lack of knowledge within its social 
environment. 

The Simulated are the widest in distribution, the shortest 
lived, and the most rapidly replaced. The result is a disper- 
sion of energy and a conflict of creative forces whose de- 
structive effect is to slow down the rise of the original stand- 
ard to higher levels of efficiency. 

Adjustments to the basic needs of man require the 
elimination of the Simulated and control of the Variations. 
In the readjustment of industry, the forces (man- and 
machine-power) which are producing the Simulated will be 
absorbed into the areas of the Standard and its Variations, 
thus reinforcing their productivity. 


Evolution of Need: from deficiency to efficiency 


Since nature demonstrates her will toward mutative con- 
tinuity, man’s aim seems also to be: to sustain and prolong 
life. By experience he learned that he was unable to do so 
with the physical equipment which he inherited. He was 
therefore compelled to extend the powers of his natural 
equipment to meet the forces of environment. He had to 
add to his natural equipment, artificial equipment of defense 
and offense. Tool-making began. Man’s inherent desire for 
higher productivity began to find its material expression. 

Man, then, builds tools; and from them arises that man- 
made complex of relationships which we have called the 
technological environment. But in order to correct the many 
obvious maladjustments of this environment, it is necessary 
to ask: What is the nature of its origin? What is a need? 
How do needs arise? Are they natural or artificial? Are 
they static or in evolution? A definition of needs has today 
become of prime importance to the designer of technological 
environment. /nvestigation on this crucial point cannot be 
based upon the study of architecture but must be based upon 
the study of man. Our duty would therefore be to re-define 
needs, and upon this basis to re-organize the technological 
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Fig. 4—Every need follows a characteristic pattern of de- 
velopment. A minimum of twelve progressive stages can be 
detected in progression from one standard to the next. 
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environment. The accompanying chart (Fig. 4) of the evolu- 
tion of needs may help to clarify the problem. 

We must keep in mind that science in all its branches is 
based upon man’s deficiencies. The direction of man’s crea- 
tion tends constantly from deficiency to efficiency. The main 
stages in this recurring development are marked by a rise 
from one standard of living to another. Sociologists speak 
of “higher” and “lower” standards, but we can only speak 
of correalist standards, since concepts of higher and lower 
are entirely relative.” Needs are not static: they evolve. 
The intermediary stages of the evolution of needs, as Fig. 4 
indicates, seem to develop in the following progression: 


1. Present standard 
2. Standard is absorbed 
a Absorption demonstrates inefliciency 
4. Inefficiency leads to observation 
5. Observation leads to discovery 
6. Discovery leads to invention 
7. Invention meets resistance 
8. Resistance leads to “projected need” 
9. Projected need leads to small-scale production 
10. Small-scale production generates promotion 
11. Promotion leads to quantity production 
12. Quantity production creates absolute need 
13. Absolute need becomes new standard 
Fig. 4 shows that actual needs are not the direct incentive 
to technological and socio-economic changes, as is commonly 
assumed. Needs evolve, and that evolution is based on the 
nuclear character of the human structure and its environ- 


ment.* * 


Health is man's ultimate need 


The failure of an artificial tool to protect man, leads to 
impaired physical resistance. His health is unbalanced. If 
by the power of his tools the re-generation of his de-generated 
physique fails, man’s health declines in a progression from 
fatigue to death. The fundamental denominator, therefore, 
to account for the validity of any technological environment, 
is man’s health. Measured by this crucial, all-embracing 
criterion of health, technology is one of the most powerful 
factors for preserving man’s energy. 

Health appears to be that bodily condition in which the 
various materials and processes that maintain life-activity - 
are in functional equilibrium. 

The resistance-capacity of an individual is the degree in 
which this equilibrium is able to withstand or absorb the 


*PROGRESS OF TOOLS RELATIVE TO TIME STRATUM: There is no 
abstract technological progress. Each stratum of the social develop- 
ment in man's history has produced its own tools to deal with various 
old and new forces. Each new environment creates new varieties or new 
standard types of tools which lose their validity if applied backward 


or forward in history. 


**Examples of nuclear production in industry: corn, subjected to mechan- 
ical and chemical treatment, also yields starch, dextrin, glucose, oils, 
feeds, and other valuable by-products. The hulls of oats yield furfural, 
a valuable starting point for chemical synthesis. Waste sugar cane, 
from which the sugar has been extracted, forms the raw material for 
making wall-board and insulation. Saw mill wastes are converted into - 
building materials. Similarly, carbon is the nuclear factor for many 
products: we encounter it in our heating arrangements in the form of 


coke, charcoal, and coal; we use it in our pencils as graphite, etc. 
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Fig. 5—Throughout his historical development man has steadily added to his technological environment. In his primitive stages 
this relationship was relatively well balanced (1); but through ancient and medieval times (2), this relationship became increas- 
ingly complex and unwieldy, until today (3) man's health is literally threatened by the very tools he created to protect it. Needed, 
therefore, is a planned re-integration of the technological environment, based upon elimination of waste (simulated) products and 


increased emphasis on new and higher standard types (4). 


impacts of the environment. There are two sets of these 
factors: external and internal. The external factors belong to 
the exigencies of the natural environment. The internal 
factors are psycho-physiological and are intrinsic to the in- 
dividual. 

Health was originally maintained by organic adaptation 
to environment. Some of these adaptations are essentially 
functional (digestion, temperature, blood pressure, etc.), or 
essentially structural (pigmentation, posture, etc.). There 
are also adaptations to the human environment, as _repre- 
sented by socio-economic relations (state institutions, in- 
dustry. trade, marriage, etc.). 

The concept of health recognizes fatigue as a part of a 
continuous natural process. Fatigue is normally produced 
by the expenditure of energy incident to psycho-physiological 
action (voluntary and involuntary). This expended energy. 
under normal conditions. is replaced by means of physico- 
chemical processes in the body. When the processes of ex- 
pending and replacement are in proper balance, we may speak 
of an optimum efficiency. When this is not the case. we have 


inefficiency, or waste of energy: de-generation.* 


Environmental control and the maintenance of health 


What are the factors which impair the efficiency of the 


body? Obviously, maladjustments between the body and some 


parts of its environment, external or internal. Technological 
environment can be of vital importance in relieving such 
maladjustments by protection against fatigue (preventive ) 
and by relief of fatigue (curative). 

Unfortunately, history proves that this technological en- 


*FATIGUE—Fatigue may arise in: (1) the central nervous system, 
(2) the muscular system, (3) in both combined. 

“Fatigue may be subjective as experienced by the worker or objective 
as noted in his actions and output. From a thorough consideration of 
the literature it is quite evident that a vast amount of emphasis has 
been laid upon the mechanical or extrinsic factors influencing the work- 
ing capacity while the multiplicity of original physical and mental states 
that may limit the working capacity have become almost wholly neglected.” 
From WASTE IN INDUSTRY, published by Federated American Engi- 
neering Societies, Washington, D. C. 
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vironment has not always been per se beneficial to man’s 
health: on the contrary. Thus, we come to the second factor: 
In which direction, then, shall technological environment be 
developed? Development of industry for industry’s sake is 
worse than art for art’s sake. Imperative, therefore. is the 
control of direction of technological production. What is 
environmental control? Since the means of control are part 
of the environment, the term would appear to mean simply 
control of environment by environment. The term becomes 
clearer. however, when we remember that environment is 
threefold: natural, human. and technological. Environment 
control, then, is control of the human and natural environ- 
ment through technological environment. 

But control in relation to what? From the correalist view- 
point there can be only one answer: in relation to man’s 
health. Control of environment becomes, then, control of 
health: not control of the environment’s health, but control 
of the health of man and society by environment. The proper 
term will then read: technological control of environment or 
environmental control by technology. 

The maintenance or adequate “management” of tech- 
nological environment can have only one purpose: to main- 
tain the equilibrium of its health. In turn, the maintenance 
of the technological environment in proper health can have 
only one purpose: the maintenance of the equilibrium of 
man’s health. 


Health, the criterion of building design 


Hitherto architecture has been judged from four view- 
points: (1) beauty, (2) durability, (3) practicability, and 
(4) low cost. But these four factors have never altogether 
coincided in a single work. If a piece of architecture is not 
beautiful, it is excused on the ground of being cheap; if not 
cheap, it is excused as being durable; if not practical, it is 
perhaps beautiful. It would appear, then, that the only way 
to resolve these age-old contradictions is to find one criterion 
which will do for all. This criterion, in my opinion, can only 
be health. The rest may be left to personal idiosyncrasies 
on the part of the consumers and producers. so long as these 
do not impair the essential criterion. 
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Fig. 6. NA- 
TURE'S method 
of building: cell 
division (left). 
Unicellular animal 
Stentor cut into 
3 pieces, each of 
which grows into 


perfect animal in 
24 hrs. 


MAN'S method 
of building: join- 
ing of parts 
(right). Birth and 
death of a chair. 





Thus, architecture, in the future, will not be judged chiefly designer can learn a valuable lesson from the hen and the 


by its beauty of rhythm, juxtaposition of materials, con- egg. In 1912, at the Rockefeller Institute for Medical Re- 


temporary style, etc., etc.; it can only be judged by its pow- search, a hen’s egg in process of hatching was opened. The 


er to maintain and enhance man’s well-being—physical and developing chick was removed, and the tiny fleck of its heart 


mental. Architecture thus becomes a tool for the control was cut out. This bit of living tissue was transferred to a 


of man’s health, its de-generation and re-generation. solution in a test tube. There, protected from germs, poisons, 


heat, and cold and provided with a never-failing supply of 


“Form follows function” an obsolete design formula oxygen, sugar, and other nutrients, it lived and flourished 


- ; far better than the heart cells in any living chick ever did. 
In the early Twenties, there was again much loose talk This experiment confirms the view that, while life comes 


about functional design. But when we examine the build- 


only from life, it is also dependent on its technological en- 


ings which were then built, and the drawings which were 


vironment. By changing the physical environment, life may 


then presented, we find that no new functions had been in- be quickened and increased, retarded or destroyed." 
What was done for the bit of living tissue at the Rocke- 


feller Institute, experimenters have not yet been able to 


vented. All that happened was that, by debunking old décor 
and adding new gadgets, new forms had been wrapped 


around conventional ways of living. No one could define 


accomplish for the animal as a whole. But the experiment in- 


what function was. Worse still: no new building principles 


dicates that a planned chemical environment can be as benefi- 
adequate to a new idea of environmental order had been cial for man as for other animals; equally important for man 
conceived (Fig. 7). is a properly planned technological environment. 
The problem was posed in the manner of the Scholastics: 


Archi- 


The question investigated in connection with the chick’s 


should function follow form, or form follow function? heart is: at what point and by what means does inani- 


tecture was thus saddled with a new version of an old conun- mate matter pass over and become alive? “To find that 
drum: which came first, the hen or the egg? What was 
overlooked was the very essence of the problem: the inter-re- *Jickeli (1902) and Carrel (1912) put forward the hypothesis and 


lation of form and function with structure and the fact that. finally experimental proof that aging (and death) result from imperfect 


metabolism within the cell and the subsequent clogging of the cytoplasm 


genetically, all three are contained within the protoplasm 
of thought. 
If we abandon the Scholastic approach, the contemporary 


with injurious waste. Carrel has shown clearly (tissue-work) a relative 
potential immortality of the cell, and at the same time its subordination 


to the fate of the whole organism. 


Cubism and Abstract Art 





From‘ 


Fig. 7—From Cubism and Abstract Art (Museum of Modern Art, N. Y. C.) come the following pertinent comments on 
functionalism: "This is not to say that Le Corbusier's architecture is an outgrowth of his painting; they were, rather, interde- 
pendent developments united by the same esthetic and the same immaculate taste (left, above) . . . Mies van der Rohe’s plan 
for a country house done in 1922, a year after Doesburg's arrival in Berlin, may be compared with Doesburg's painting, Russian 
dance, of 1918. The resemblance is obvious and by no means superficial (right, above)." 
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Fig. 8—Impressed by the extraordinary construction of the leaves of an African lily which had been recently brought to England, 


Paxton designed his famous but ill-starred Crystal Palace. 


Nevertheless—viewed with its scientific and cultural context of 


Victorian England—Paxton's investigations rank among the few really great ones of architecture. 


bridge between nature and man has become the grand quest 
of science.” Similarly, finding the bridge between man and 
artificial, man-built, technological environment must become 
the grand quest of future building design. 


New definition of function 


We must examine what function has meant, and what 
function will come to mean in the future, as it concerns the 
designer. We cannot conceive of function as something 
static, else growth would cease. The inter-action of environ- 
ment and man, and the evolution of that inter-action to new 
possibilities, is not a direct result of environment. It is 
rather the development by environment of something which 
was already inherent physiologically in the organism. 

Function depends not only on natural environment, but 
also on artificial environment. If functional design depended 
on the status quo of man, it could never develop. It would 
take care only of man’s traditional aspects. But man’s evo- 
lution has proven that changing environment increases or 
decreases man’s potentialities. Technological environment, 
being a part of the complex of environmental forces, must 
consciously contribute to the extraction and development of 
man’s inherent possibilities into a higher order. What these 
possibilities are depends on the designer's ability to envision 
and realize them.* 

{ny form is incomplete in itself: it is identified by what 


it emanates, visibly or invisibly, voluntarily or involuntarily. 


*In attitudes toward the technological environment, we observe three 
tendencies as to morphological principle: (a) the functional or synthetic, 
(b) the formal or transcendental, (c) the mechanical-materialist or 
disintegrative. The mechanical-materialist attitude is not distinctively 
biological, but is common to nearly all fields of thought. (It dates 
back to the Greek atomists. The self-deceiving triumph of mechanistic 
science in the nineteenth century led many to accept mechanical 
materialism as the only possible scientific method.) Even in biology, but 
especially in design, it is more akin to the formal than the functional 
attitude. 





urtesy Columbia U. Library Photo. Div. 
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The new designer will therefore define function as: a specific 
nucleus to actions. (Fig. 2) It is erroneous to suppose that 
form follows function. This concept must be replaced by 
the proper progression of: (1) structure, (2) function, (3) 
form. All functions and all forms are contained in the 
structure. 


Defining design and Biotechnique 

As in the case of electricity, a polarization creates a nucleus 
of relationships. These relationships are latent potentialities 
for further development. In this respect, all possible needs 
of man are ever-present, but it is only by the demands of the 
special environmental stimuli that the specific need is brought 
to the fore. 

Thus it appears that not only is the formula “form follows 
function” inadequate; the “functional design” based on that 
formula is likewise inadequate. The term “design” must 
be re-defined. Since the building designer deals with forces, 
not objects, design is therefore, in my definition, not the cir- 
cumscription of a solid but a deliberate polarization of natu- 
ral forces towards a specific human purpose. 

Such a science of design I have called BloTECHNIQUE* be- 
cause it is the special skill of man which he has developed to 
influence life in a desired direction. Biotechnics, a term which 
Sir Patric Geddes has employed, can be used only in speak- 
ing of nature’s method of building, not of man’s. There can 
be no inter-change of these two methods, because nature 
and man build on two different principles: nature builds by 
cell division with the aim of continuity; man can only build 
by joining parts together into a unique structure without 
continuity. Nevertheless, man-made joinings are ultimately 
controlled not by man but by nature. The process of disrup- 
tion through natural forces becomes imminent from the very 
moment of joining parts. Building design must, therefore, aim 
at the reduction of joints, making for higher resistance, 
higher rigidity, easier maintenance, lower costs. Such con- 
siderations led me to develop Continuous Construction.** 


*The term “biotechnique" appeared first in. my treatise on 
“Town Planning," as "Vitalbau" in "De Stijl No. 10/11, Paris, 
1925, and in America first in ‘Hound and Horn," May 1934. 


**Not actually formulated until my plans of The Endless were 
exhibited in Paris, 1925, and New York, 1933 (left). View of 
my Space-House (New York, 1933) showing first continuous 
construction in shelter design and also continuous window fram- 


ing (right). 
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Specific 


Cultural Nucleus 


Time 


The more man recognizes his limitations in building “for a 
lifetime.” the more valid is his structure. As a biologist has 
said: “We doubt that an engine might be conceived. to 
which we might bear witness that, after we might have broken 
it into a hundred pieces, it would retorm immediately into a 
But take that graceful 
animal, the fresh-water polyp, that is found attached to water 


hundred single complete engines. 


lilies in the pond, and cut it into pieces: tomorrow you will 
find that each piece has become a complete polyp.” 

The new designer will learn to understand the methods 
by which nature builds to meet her purposes ( biotechnies) : 
but he will not imitate her methods. He will draw the 
necessary conclusion from the disaster which befell London's 
Crystal Palace.* (Fig. 8) 

The Biotechnical approach tries to develop the possibilities 
of specific actions contained in any nucleus of human physi- 
ology. (Note congruity of this fact with concept of Fig. 2). 
These potentialities remain at first undiscovered. Only with 
time are they individually or collectively developed until 
finally they are consciously demanded. The result will be 
entirely new functions within the old framework of what was 


considered “human nature,” sustained by inventions. 


The objective: minimum biotechnical standards 


The two approaches—biotechnical and functional—develop 


from unlike sources and lead to unlike results. On the one 


*That structure was built in 1851 by Paxton in imitation of the structural 
principles of the African water lily's foliage, with its longitudinal and 
transverse girders. This was an essentially romantic attempt to fashion 
a man-built structure by literal application of nature's design principles. 
The collapse of the Crystal Palace (1936) was inevitable (Fig. 8). 
(The fireproofing of buildings—then as now—is far more important than 


the pursuit of “new forms."’) 


Fig. 9—METABOLISM-CHART OF MOBILE-HOME-LIBRARY. 





hand, functional design derives from the traditional behavior 


of any tool: on the other hand. biotechnical design derives 
from the evolutionary potentialities of man. Functional de- 
sign develops an object. Biotechnical design develops the 


human being. Functional design is oscillating. Biotechnical 


design is inventive. A functional object is inert. A_ bio- 
technical object is re-active. (See Figs. 10, 12). 
The biotechnican emerges as an important factor in’ the 


evolution of society toward a higher standard of living 
through the control of elements of fatigue and forces of 
re-generation. This leads to the discovery that no part of 
the human body is mono-functional; rather, each minute de 
tail is again of nuclear make-up with corollary functions.* 

Such development can be furthered by the biotechnician 
who formulates and helps to realize a biotechnical minimum 
standard. Such a biotechnical minimum standard must be 
based on Correalism and not on mere architectural deriva- 
tions, which tend to house lower-income groups in dwarf re- 
productions of giant villas. The biotechnical minimum 
standard is that technological environment of home, work- 
place, and their corollaries which meets the optimum needs 
of man’s health. 

Every object that meets a need is living: it is only dead 
when it ceases to meet a need or when the need itself dis- 


appears. Anything of nature’s creation which fulfills a need 


*J. R. de la H. Marett: RACE. SEX. AND ENVIRONMENT. Hutchin 
son's Scientific and Technical Publications, London, 1936: 


Page 127: Not only the evolution of the erect attitude, but also the 
expansion of the brain and skull, and the loss of body hair. are all 
viewed as the results of atavistic, and probably rapid, reactions to 
mineral-deficiency. A single relatively short period of severe iodine- 
shortage is thought to have precipitated the large anatomical change 


from ape to man. 


The effects of the new product upon environment and the 


inter-relationships of new and existing forces are indicated in group- and part-constituents. The validity of the Mobile-Home- 
Library and its ultimate obsolescence is anticipated by placing the Mobile-Home-Library relative to the continuous develop- 


ment of tools for thought-communication. 
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is a living organism. Similarly, every creation of man’s tech- 
nology is a living organism, whether it be a pillbox, a house, 
or a motor. Since the criterion of life is activization, we 
assume that a man no longer active is dead. By analogy we 
assume that because an object does not express itself in visible 
activity, it also is dead. 

Here our judgment is determined by the limitations of 
our senses; for, as a matter of fact, when an object moves 
(a moving locomotive, a flashing electric bulb) we auto- 
matically say: it is alive. Conversely, when an object does 
not move, we automatically assume: it is dead. Our assump- 
tion of what is alive or dead is chiefly the result of optical 
observation. But this nerve center is “short-sighted.” With 
a microscope we can see that a dead piece of cheese is very 
much alive. The revision of our judgments as to what is 
“alive” or “dead” must, for the time being, depend solely 


upon a more profound observation of facts. 


Architecture: generator and de-generator of human energy 


The floor on which one walks, the chair on which one 
sits, the bed on which one rests, the wall that protects, the 
roof that shelters, and all other units of the man-built 
environment are significant for what they are: but they also 
possess nuclear multiple-force. It is commonly assumed that 
these are dead objects; actually they represent an interplay 
of action with one another and with nature. They are a 
constant exchange of anabolic and catabolic forces within 
themselves, and in their coordination with human beings, 
and through human beings with themselves again, they con- 
stitute high potential energy centers. 

The modern physicist speaks of constant bombardment of 
the earth by invisible cosmic rays. of radiation and radio- 
active elements which cannot be seen or felt, but which, in 
time, can exert a deadly or beneficent effect upon all life. 
This is equally true of the “inter-stellar” organization of a 


house, a town, or a city. But here the forces at work are 
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composed not only of animate and inanimate matter, but 


also of artificial technological bodies. 


Biotechnique as a force of re-generation 


The orbit, region, and scope of the activity of technological 
bodies (be they houses, machinery, or any other tool) are 
the objectives of the future biotechnician. He will find that 
any structure he builds is worth only as much as the ratio 
of us Jorce of re-generation. 

Despite the imperative need for health-yielding —tech- 
nological tools, obsolete manufacture clutters the market.* 
As far as the building designer is concerned, his contribu- 
tion to halting such anti-social types of production will be 
the constant use of the biotechnical approach. (See Fig. 6.) 

The biotechnical approach has led me to the evolutionary 
method of design which, instead of taking its departure 
Jrom prevailing commodities, employs the study of general 
phystotechnics. This enables the biotechnician to avoid giving 
a mere narrative survey of phenomena, and—on the basis of 
a genetic account of an unfolding process—to create the 
necessary need-service. The Mobile-Home-Library shown on 
the following pages, represents a test of the validity of bio- 
technical design. The storing of books in the home was 
chosen as an objective for the first laboratory test because: 
(1) it is a need in every family’s home, and (2) it has become 
so standardized in the form of a “bookcase” that its re-design 
seemed at the beginning a wasteful undertaking. The Mobile- 
Home-Library thus constitutes a documentation for this gen- 
eral statement: Functionalism shifts the strain from the 
technological tool to the human being: but, here, biotech- 
nique shifts the strain from the human being to the tool. 


*WASTE IN INDUSTRY. By the Committee on Elimination of Waste in 
Industry of the Federated American Engineering Societies, Washington, 
dD. ©., 193%. 
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THE MOBILE-HOME-LIBRARY 


designed and built by the Laboratory of Design-Correlation 
under the direction of Frederick J. Kiesler 

associated students: Alden Thompson, David Tukey, 
Ronald Kaufmann, Joseph Tanaka 

















Fig. 10. Part of a large chart summarizing the results of the first stage of the project. Its graphic organization of the 
factors to be considered proved to be of great value in the final design. The diagram shown above already includes many 
of the principles which were incorporated into the final design; contrast, however, the human user (left) with that in Fig. 12. 


THe Laporatory of Design-Correlation was established in 
the Autumn of 1937 as part of the School of Architecture 
at Columbia University in New York City under Dean Leo- 
pold Arnaud. Its main purpose was to develop new methods 
of approach to building design and to test by actual con- 
struction the validity of biotechnique. The study was facili- 
tated by permitting not only “professional designers” to 
join the Laboratory but also those outside the School who 
wished to coordinate their specific knowledge in other fields 
of science. We realized that the first test of “re-housing 
biotechnically” had to be (a) a familiar part of everyday 
life (b) one obviously accepted as satisfactory. We selected 


book-storing as the process to be investigated. 

Unfortunately, it is impossible in this short space to 
account for all the findings of a vear and a half of study and 
laboratory work—an account which the Laboratory hopes to 
publish in the near future. Suffice it to say that, employing 
the inductive method of reasoning, it soon became evident 
that entirely new “methods of approach” had to be evolved 
before any synthesis was possible. For a summary of all the 
design principles currently employed in bookcases led to 
one conclusion: they place the preponderance of strain upon 
the user, not the tool. 

In reviewing the history of book-storing in Western civi- 
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Fig. 11. Some of the many simulated types of book storing units; all are biotechnically sub-standard. 
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lization, we found no trace of a standardized terminology to 
identify the various relationships which exist between man 
(either reading or storing books) and his special tool for this 
purpose (in this instance, the so-called “bookcase” ). Indeed 
the only generally accepted term which we found in our 
research was that of dwarf shelves—i.e., bookcases in me- 
dieval libraries either reaching up to the window sill or free- 
standing to an approximate height of 46”. We therefore 
charted the physiological relationships between man and 
bookcase and tabulated the results as shown in Fig. 12. 

By inductive methods we discovered that book-storing can 
be broken down into four major classifications: 
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(1) temporary storing 
(2) active reference storing 
(3) inactive reference storing 
(4) dead storing 
This constituted a discovery, and one which had great bear- 
ing on the final evolution of a new biotechnical tool for 
book-storing in the home, since these four stages are obviously 
closely related to physical, teleological, and economic obso- 
lescence. It also had great bearing on the provisions for 
various types of printed matter—newspapers, magazines, 
reference magazines, fiction, non-fiction, and reference books. 
Such factors were in turn influenced by the variations in 
the ages of the members of the family. Last—though not 
i least—was the economic aspect, both as to actual price and 
service-validity; this would obviously be influenced by the 
: income level of the family and the layout of the housing 
' facilities they could afford. é 
Biotechnically, the problem thus resolved itself into six 
major aspects: 
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1. Space technics: Shelf capacity was doubled by an in- 
crease from the normal depth of 10 to 12 in. to only 15 in. 

2. Flexibility: Each individual unit, as well as the entire 
assembly, rotates 360° (see Fig. 13). The total assembly 
can be easily moved from one location to another. 
Capacity can be easily increased or reduced by addition 
or subtraction of individual units (see Fig. 14). 

3. Construction system: Available manufacturing facilities 
and existing price levels were recognized in the design. 

4. Dust control: Contrary to popular belief, books enjoy an 
optimum life span at atmospheric conditions closely ap- 
proximating those needed by man. Continuous ventila- 
tion is guaranteed by elimination of doors. Dust is 
controlled by transparent flaps (see Fig. 17 and 18). 

5. Content grouping: The design of our library unit permits 
grouping according to content, irrespective of variations 
in individual book sizes. 

6. Fatigue reduction: By designing each unit of the library- 
as well as the total assembly—according to the physical 
limitations of man, strain on user is reduced to a minimum 
(see Fig. 12). 

We developed several basic designs of which this is one. 

It constitutes what we have called a new standard type and 

from it we have developed many variations adapted to the 

special needs of social economy (see Fig. 16). The Mobile- 
. Home-Library thus recognizes the principles set forth in 

Fig. 3. It is thus subject both to variation (to meet specific 

needs) and improvement (to become ultimately obsoleted by access by the hand 

a new standard). Even more important, it recognizes that 

books are themselves subject to similar laws of development access by the torso 

ind may ultimately be replaced by newer “tools of com- 


Par eg se oom cc head - pivot 
nunication’—microfilm, television, reading by  opto- access by head- pivo 


HEAD SH. 


TORSO SH. 





KNEE 
SHELVES 


access by the eye 


phonetics, etc. This factor is precisely indicated in Fig. 9, ideal access resultant 

where the position of the Mobile-Home Library is appro- 

priately located in time as well as technological advance. Fig. 12. Correlation-chart of book-storing 
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Mobile-Home-Library; designed and built at the Laboratory of Design-Correlation, School of Architecture, Columbié 
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Fig. 14. Unit plan of STANDARD-TYPE Mobiie-Home- 
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Fig. 15. Shop drawings of STANDARD-TYPE Mobile- 


Fig. 16. Two of many possible 
VARIATION TYPES of the Mo- 
bile-Home-Library: these were de- 
signed to meet a variety of limita- 
tions of present day house planning. 
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Fig. 17—Schedule of materials used in Mobile- 
Home-Library: chestnut woed for its strength, 
light weight, and warm color; steel frame for its 
strength and economy; aluminum end-pieces 
for light weight and easy stamping; inlay of 
sponge rubber for gripping reclining books; 
transparent plastic dust flaps for visibility of 
titles (price-saving by substituting wood or 
metal flaps); vertical plywood panel through 
upper two torso shelves for privacy in use. 


Fig. 18—Detail of special hinged construction of dust flap 


Fig. 19—Detail showing ease of adding or removing individual units to 
or from steel frame. The frame itself is subject to telescopic expansion 
or contraction. An emergency support (visible at bottom) !/2 in. from the 
floor prevents tipping where only two units are used and knee shelves 
are loaded; it is not required in assemblies of more than two units. 
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Efficiency of the tungsten-filament lamp is now approaching its practical limits. The coiled-coil filament, shown 
here greatly magnified, has made possible an increase in efficiency of about 10%; recoiling the coil on itself 


reduces the amount of wattage drained away by the gas in the bulb and increases the wattage available for light. 
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THE CONTROL OF LIGHT 


LicHT is one phase of environment which. inside the limits of a building, 
is the function of a building designer to control. Natural light is constantly 
fluctuating in intensity, direction, and chromaticity, and is not subject to the 
degree of control which it is possible to achieve with artificial light. Further, 
there are seeing tasks, for the most efficient performance of which, luminous 
environments different from the natural one are desirable. Control of light 
within buildings is therefore increasingly accomplished by artificial sources, 
which become ever more efficient and more specialized. 

In the past, building designers have made relatively limited use of color; 
before the advent of the fluorescent lamp, the production of light of a par- 
ticular spectral distribution required the use of filters absorbing one-third 
to over 90% of the light. More recently, the availability of fluorescent lamps 
producing colored light at efficiencies equivalent to or better than those of 
incandescent lamps without filters have contributed to a wider use of color 
by the designer. Gas- and vapor-discharge lamps, too, offer possibilities in 
the use of color. But the luminous efficiencies of all gases except neon are 
relatively low. And the vapor-discharge lamps are all deficient in the spec- 
trum; the sodium-vapor lamp, for example, lacks red and blue completely, 
and red or blue objects illuminated by a sodium lamp appear black. 

The non-visible spectrum, too, now receives more attention. Ultraviolet 
radiation, produced almost exclusively by electric-discharge lamps. is used 
for the sterilization of water, air, irradiation of food materials, photo-repro- 
duction, etc. Sources, producing wavelengths in the middle- and near-ultra- 
violet range (“black light”), are used for activating fluorescent materials 
in theater shows, advertisements, and exhibitions. (Their use in ARP light- 
ing has been discussed in Britain: key points, exit signs, dials, regulators, 
etc., could be marked with fluorescent paints so that, in emergencies, they 
could be operated under “black light”.) Wavelengths in the near-ultra- 
violet range have therapeutic properties. Lighting which combines ultra- 
violet with visible light may perform several functions; thus, the germicidal 
properties of a 50-watt mercury lamp are held sufficient to purify 10,000 
cu. ft. of air per minute. The combination of gas or vapor discharges with 
each other and the combination of discharge with incandescent sources also 
offer many possibilities. 

The designer is concerned with intensities as well as the spectral distribu- 
tion of light: concealment of the light source to prevent glare may involve 
problems of structural integration; selection of surfaces will be affected by 
their reflection characteristics; sound-absorptive materials tend to be light- 
absorptive as well, and this consideration, too, may influence the choice of 
surfaces. Control of intensities involves problems of temperature control; 
this connection, the effect of various colors on a person’s sense of temperature 
may be a factor in their selection. Maintenance of air purity is also 
an important factor; it has been estimated that loss of lighting efficiency 
because of dust deposits on equipment and reflecting surfaces may be as 
much as one-third. 

It is in the integration of lighting with the other operational systems in 
buildings that the designer masters the technic of light control. 


Special acknowledgment for aid in the preparation of this study is made to H. L. Logan, 
Managing Engineer, Controlens Division, Holophane Co., Inc. Acknowledgment is also 
made to J. L. Stair, Consulting Engineer, Curtis Lighting, Inc.; John T. Bailey, Westing- 
house Lamp Division. Various publications of the General Electric Company and of 
Westinghouse Electric and Manufacturing Company were also useful. But none of these 
Persons or sources are responsible for specific statements made here, unless it is so stated. 
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Courtesy Stroblite 


"Black light". “Democracity": fluorescent 
paints glow under near-ultraviolet light. 


Dana Merrill, from du Pont Style Service 
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"Bent light". Some plastics have the prop- 
erty of internal reflection of light. 


"Polarized light". Polarizing glass transmits 
only vertical vibrations, eliminating glare. 


General Electric 


"Cool light". Fluorescent tubes radiate |/, 
the heat per lumen of incandescent lamps. 


De Lacey, Curtis Lighting 


"Germicidal light". Ultraviolet radiation 
has the property of killing bacteria. 
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Courtesy Controlens Div., Holophane Co. 





Direct lighting, multiple-lens controlled: the source is built-in, permitting easy integration with air conditioning. 
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The Luminous Environment’ 


RESEARCH in lighting is focusing more sharply: it is aiming 
at the development of the complete specification and control 
of all the numerous and complicated factors that enter into 
the lighting of a field of view. The conception of the “ideal 
luminous environment” is emerging. This conception em- 
braces all the features of the use of luminous radiation in 
the external environment and correctly relates them to the 
physiological and psychological characteristics of the ob- 
server that are involved in all types of seeing activities. 

Nature provides a luminous environment by which our 
eves are conditioned and to which they are adapted. The 
average characteristics of this environment are the features 
of the ideal luminous environment for activities normal to 
outdoor conditions. However, some of the conditions sur- 
rounding visual tasks in artificially lighted interiors differ 
from outdoor conditions, and the tasks separately vary in their 
optical needs, requiring the synthesis of different “ideal” 
luminous environments, each one best suited to a particular 
type of visual activity and “surround.” 


Outdoor seeing. for instance, is mainly “parallel” seeing, 
that is, the objects seen are sufliciently distant and the details 
large enough to permit the eyes to remain parallel. Indoor 
conditions, with the nearness of everything to the eyes, causes 
them to converge and so many indoor seeing tasks require 
practically continuously converging vision. Surgical operating 
is an example. Intense concentration of vision is aided by 
similarly intense concentration of light accompanied by gen- 
erous relaxation zones in the area outside of the operating 
field. 

Reflected glare is a minor and intermittent condition in 
outdoor seeing. Polished or semi-polished surfaces that cause 
reflected glare are widely found in artificial environments. One 
instance, the environment necessary for the scribing of bright 
metal, calls for light sources of low brightness and area larger 
than the surface worked on, so the “highlight” will be entirely 
spread over it. (Incidentally, lighting such work with conven- 
tional equipment results in dazzle patterns of alternate bright 
and dark areas that confuse vision and sap the worker's 
energy). These large-area, low-brightness sources must also be 
arranged in relation to the reflecting surfaces of the lower part 
of the field of view. in such a way as to provide zones of rest 
for the eyes. 

Industry offers a greater variety of critical visual tasks 
than any other type of human activity, and the complex re- 
quirements of ideal luminous environments, not only for in- 
dustry but for all varieties of visual needs, are being gradual- 
ly worked out. 


Glare control 

It is becoming increasingly possible to control glare from 
light sources. Originally, as bare lamps became offensive they 
were covered with shades which hid the lamps from the eyes, 
or were shielded by reflectors that redirected the light away 
from the eyes. Later these accessories developed principally 
into two kinds of enclosing “globes”: diffusing (“white” 


glass) and redirecting (prismatic). As lighting intensities 


*H. L. Logan, Managing Engineer, Controlens Division, Holophane Co. 
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mounted, direct glare from the lighting units tended to get 
out of hand again and reflected glare became a serious an- 
noyance. This led, on the one hand, to the practice of turn- 
ing the lighting units, and the lighting, upside down, so-to- 
speak, by aiming the light at the ceiling (indirect lighting). 
and, on the other hand, to the development of narrower dis- 
tributions from lighting equipment with less light sent in the 
directions of the eyes. The indirect method temporarily 
brought both direct and reflected glare within tolerable limits, 
while the refinements in the direct method relieved direct 
glare. 

As lighting levels rose still higher, the indirect method 
made the entire upper part of the interior too bright, both 
directly and as reflected from polished working surfaces. 
This has stimulated studies in brightness which reveal that 
the eye is best adapted to a brightness above the horizontal 
axis of sight about 50% greater than that below. Therefore, 
ceilings and upper walls can be one-half brighter than the 
lower parts of interiors. However, when the light is sent to 
the ceiling first, the upper “half” of the interior may appear 
from seven to fifteen times brighter than the lower “half.” 

While this was going on, direct lighting was moved to the 
ceiling, became an integral part of the structure. built-in, 
and took the form of lenses or louvers. This was supported 
by studies that showed that such lighting could be designed 
to permit a satisfactory distribution of brightness throughout 
the entire field of view. It also uncovered the need for the 
designer to include control of the colors, textures. and ar- 
rangements of surfaces that comprise the field of view. 

This is because when light is sent to the lower “half” of 
the field of view first, the upper “half” in interiors some- 
times seems a little dark. This “darkness” is due to the fin- 
ishes used being darker than the equivalent surfaces in na- 
ture. If brighter finishes are used for floors, lower walls. 
furnishings, etc., and their arrangements as secondary sources 
of light carefully studied, the added reflection can raise the 
brightness of the upper portions of interiors appreciably, 
without the aid of supplementary light thrown directly from 
the light sources onto the ceiling. 

This evolution of the direct lighting method has made 
possible the control of direct glare up to the levels of day- 
light: and where lenses or louvers are combined into areas 
of respectable size, plus control of the reflecting character- 
istics of the environment, reflected glare is also materially 
reduced and even eliminated. 

Another illustration of this general principle of controlled 
direct lighting is also under way, in which the hanging fix- 
ture is retained but equipped with lenses or louvers in the 
bottom to provide controlled direct light; and its parts ar- 
ranged to send some light also to the ceiling. 

At present, one definite trend is toward controlled direct 
lighting: the needs of other systems within buildings work 
in its favor; for direct lighting requires furred ceilings, thus 
providing space for pipes, ducts, etc., and so creating job 
conditions favorable to air conditioning, which also requires 
such space. Further, other things being equal, it puts a smaller 
refrigeration load on the air-conditioning system. It does 
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Problems of sound control, air conditioning, structure, etc., influence the design of lighting. Walls are tilted here 
to prevent “flutter'’. Two-way vision without reflection is obtained with tilted glass panes at lower right. 
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not depend upon light reflection from the upper areas of the 
interior and so helps sound control by permitting the use of 
efficient sound-absorbing media (which tend to be light-ab- 
sorbing}. 

The indirect method, up to now, has depended upon diffuse 
reflection from the surroundings. This results in as much 
light coming directly to the eye from the walls and ceiling 
as reaches the work. The light that strikes the work is partly 
absorbed, so that when it reaches the eye from the work the 
latter appears darker than the walls and ceiling, causing 
reversed contrast. An effort to overcome this is now pro- 
ceeding by the use of redirecting metal ceilings, instead of the 
more usual diffusing materials. These ceilings consist of large, 
pressed-metal panels, with reflecting ridges that return most 
of the light almost straight down instead of scattering it all 
over the interior. Therefore, at ordinary angles of sight these 
ceilings do not appear overbright, and do not send enough 
light to the walls to make them too bright. At the same time 
they do cause more light to reach the work than from diffus- 
ing ceilings. 

Another improved indirect lighting technic consists of 
building the ceiling of large coffers, with vertical side walls 
deep enough to hide the bright pans from long sights; or 
making the ceiling a continuous succession of half cylinders 
so that only a small portion of the ceiling, and hence of the 
light, is directed toward the eyes from any given point of 
view. In these methods, the reflecting panels, recessed coffers, 
or multiple-barrelled vaults are lighted by indirect sources 
suspended underneath. 

All of these technics satisfactorily control direct glare. but 
none of them eliminate reflected glare. The bane of reflected 
glare can be ended by three methods: 

1. Fixing the location of the light and the reflecting surface 

so that the reflection goes away from, instead of toward, 

the observer (unidirectional lighting}. 

2. Polarizing the light. either at the light source or by spe- 

cial polarizing spectacles used by the observer. 

3. Avoiding the use of surfaces that cause annoying and 

interfering reflections. 

Unidirectional lighting has a limited application, although 
where it can be used it is a good solution. A possible use 
is the lighting of standard school classrooms where the desks 
are fixed in place. Another is the lighting of accounting, 
tabulating, addressing, and other fixed business machines. 

Polarization has a still more limited application, and has 
the handicap of cutting the lighting level in half. It is, at 
present, relatively costly when applied to the lighting source. 
However. there are some cases where it is the best solution. 
It will undoubtedly be more widely used as the technic of its 
application becomes better known. 

The most generally applicable method, the use of surfaces 
which do not cause reflected glare, is coming into use. 
Calendared paper and polished desk tops are disappearing 
from schools. Glass and other shiny desk surfaces are being 
omitted from offices. Bright machine surfaces are vanishing. 
Surgical instruments “are now provided in dull finishes, and 


so on. 


Color control 


Daylight is “white”, varying from an unsaturated bluish 


SEPTEMBER 1939 


white (north sky), to an unsaturated orange or even purplish 
white at sunset. It also contains all the spectrum colors, i. e., 
it has a continuous spectrum. The tungsten-filament lamp 
generates an unsaturated yellowish white light, within the 
range of daylight variation. It also contains all the colors 
of the spectrum. Tests show no measurable improvement in 
vision by equal levels of daylight over light from the tungsten- 
filament lamp. Apparently, any light that is dominantly white 
and has a continuous spectrum is satisfactory for most visual 
purposes. The advent of the “daylight” fluorescent lamp has 
made available a source of light in which the proportions 
of the various colors are closer to what might be termed 
“average” daylight than is the case with light from the 
tungsten-filament lamp. 

There is a trend in industry towards non-white light of 
the blue-green line-spectrum (discontinuous-spectrum ) type, 
characteristic of the mercury arc. This trend is mainly con- 
fined to metallic fields of view. The most accurate and search- 
ing laboratory tests have discovered no visual benefit from 
this peculiar light, but its users insist that it is more reveal- 
ing in the case of metal surfaces than is any variation of 
white light. 

Continuously accurate color-matching by visual inspec- 
tion is practically impossible. In daylight, there are con- 
tinual fluctuations, both in intensity and in color composi- 
tion. A “match” at 9 a.m. is not likely to be one at 
11 am. If the matching is done under artificial daylight, 
someone must first decide just what kind of daylight will 
be duplicated and then a filter must be made that will reduce 
the excess colors in the artificial source to the desired pro- 
portion. The filter and lamp will both age and consequently 
introduce error. Further, the original formula will be preju- 
dicial to the blue or the red groups depending upon whether 
the attempt was made to match north daylight or some other 
kind. The development of the spectroradiometric photometer, 
which automatically draws an analysis of the color studied 
on a graph, now makes color-matching mathematically cer- 
tain by removing the need for a fallible human observer. 
The future will therefore probably see the visual task of 
color matching entirely replaced by the machine. 


Other Controls 


Another form of automatic control is spreading—the use 
of photoelectric-cell equipment to replace manual control of 
lights by automatic. The cell is adjusted so that when the 
daylight in an interior falls below a predetermined point, the 
lights are turned on by the device and turned off again, if 
and when the daylight again rises to the desired level. This 
also removes the uncertain results due to the fallible judg- 
ment of the human observer—for example, a teacher in a 
classroom. | 

For specifying and testing lighting, several new instru- 
ments are now available to the designer: a light meter which 
measures, with greater precision than does the human eye, 
the amount of light available for any seeing task; a visibility 
meter by which it becomes possible to evaluate the relative 
ease of seeing objects which vary in size, shape, etc.; a meter 
by which measurements of brightness can be made. All these 
instruments are portable and self-contained. 
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Coiled-coil incandescent lamp. 
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A lighted 4-ft. fluorescent tube. 
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High-intensity capillary lamp. 








Bulb is opaque to visible light. 
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Light used to overcome reduced visibility is often wasted because of glare. 
Above are two photos of a micrometer: in the top photo, reflected glare from 
a concentrating-type source makes reading of the barrel markings difficult; the 
lower photo shows the same micrometer, lighted by a large-area source. Reflector and bulb are one. 
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Trends in Light Sources 


Asout four-fifths of a billion incandescent lamps were sold 
in the United States last year. A recent improvement, the 
coiled-coil filament, has increased their efficiency, which is, 
however, approaching its practical limits. New light sources 


are becoming available. 


Fluorescent lamps 

The fluorescent lamp, an electric discharge source, is a 
tubular bulb with an electrode sealed in each end. The bulb 
contains a small globule of mercury to produce a vapor at 
low pressure, and argon gas at low pressure to facilitate start- 
ing. Mercury is used as the conducting Vapor because of its 
relatively high efficiency in the production of the ultraviolet 
radiation which activates the “phosphor” coating the inside 
surface of the tube. These phosphors absorb the ultraviolet 
energy and reradiate it at the longer wavelengths which are 
visible to the eye. Each phosphor has its characteristic color 
of fluorescence and, by mixing them, it is possible to produce 
radiation in almost any part of the spectrum. 

The efficiencies at which these lamps produce colored light 
are far higher than those produced by incandescent sources 
with colored filters. Green is produced at efficiencies of the 
order of 50 to 60 lumens per watt (including auxiliary losses: 
see below) and blue light at about 15 to 18 lumens per watt. 
These efliciencies may be compared with the one or two 
lumens per watt produced by green incandescent lamps and 
the fraction of a lumen per watt delivered by blue incan- 
descent lamps. The difference between the efficiencies of 
“daylight” fluorescent lamps and filament lamps is, of course. 
much less. 

The heat produced by a lighting system is a major factor 
in the design of cooling systems. Fluorescent lamps radiate 
less heat per lumen than do filament lamps. For example. a 
standard 40-watt inside-frosted filament lamp gives about 
175 lumens, and radiates about 78 per cent of its input. or 
about 31 watts; the 15-watt fluorescent lamp gives about 450 
lumens, but radiates only 47 per cent of its input, or about 
& watts when it is used bare. (Most of the waste energy is 
conducted from fluorescent lamps and radiated from filament 
lamps. Conducted heat tends to remain at the ceiling and 
may be removed with relatively little effect on air tempera- 
ture. But radiated heat accompanies the light, with obvious 
effects on the comfort of persons in the room.) Thus, for 
equal lumens from the two light sources. approximately one- 
fourth as much heat is radiated from fluorescent as from 
incandescent lamps. 

Like other electric discharge sources, fluorescent lamps do 
not run directly from the line but require an auxiliary which 


¢ 


also consumes power—from 10% to 25% of the lamp wat- 
tage. Unlike filament lamps, which have a power factor of 
almost 100%, a fluorescent lamp with its auxiliary, as used 
on an AC circuit, has a power factor of about 60% ; that is. 
only about 60% of the current going through the wiring 
system does useful work, the rest returning to the central 
station. Thus, a wiring system for fluorescent lighting equip- 
ment must have a capacity sufficient to care for about two- 
thirds again as much current as does useful work. However. 


equipment is now becoming available which corrects the 
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power factor to 89% or higher. 

Another characteristic of fluorescent lighting has been 
cyclic flicker, a variation in light output caused by cyclic 
changes in current on AC circuits. In incandescent lamps, 
flicker is ordinarily not obvious because the metal filament 
stores energy. producing a persistence of glow: this afterglow 
is less pronounced in arc lamps and the flicker is more notice- 
able. Flicker can be reduced by using two-lamp auxiliaries 
which cause the high point in light output from one lamp 
to correspond with the low point from the other lamp. 

Fluorescent lamps are thus far not available in the higher 
wattages and many units are therefore required to light a 
room. Their future development appears to be partly limited 
by inherent characteristics. Thus, the tubes are limited to a 
minimum diameter of about *4 in.; narrower tubes would 
pile up energy on the powder that could not be converted 
efficiently. And they are limited to a maximum diameter of 
about 11% in.: the mercury in the tube reabsorbs energy 
if there is too long a travel path through the mercury vapor; 
a total path of *, in. (total diameter of tube, 1144 in.) has 
been found to be about a maximum to permit present effi- 
ciencies—wider tubes have a lower efficiency. 

Fluorescent lamps do not operate at full efficiency if air 


temperature around them exceeds 90°F. or drops to 30°F. 


High-intensity mercury-vapor lamps 


The fluorescent lamp is a light source of low brightness 
and extended area. A different source, of high intensity and 
small area is the high-intensity mercury-vapor lamp. intro- 
duced at the Chicago Exposition in 1933; there are now 
available at least 6 different wattages and 16 different types— 
floodlights. searchlights. “black light,” sunlamps, etc. One of 
the most recent of these is a quartz capillary tube, highest 
in wattage and smallest in size of all mercury lamps. This is 
a 1,000-watt. water-cooled lamp, with an efficiency of 65 
lumens per watt. Surpassing in brilliancy most known illumi- 
nants. the are attains a brightness of the order of 30,000 
candles per square centimeter. The capillary tube is about 
three inches long, the arc stream itself less than an inch in 
length. The quartz tube is cooled by a moving stream of 
water through a glass water jacket in which the lamp is 
operated; the arc would otherwise melt the quartz. The light 
emitted has the characteristic yellow-green and_ blue-violet 
radiation of the mercury spectrum, plus more red radiation 


than other mercury sources. It also radiates near-ultraviolet, 


Projector and reflector lamps 


Other lamps. in which the bulb and reflector are combined 
in a single unit. are becoming increasingly available. In one 
projector, a lens plate and a reflector of highly accurate 
contour are made as integral parts of the lamp. The two 
parts, of heat-resisting glass. are molded separately and later 
fused together. Since the reflector is sealed inside the lamp, 
the reflecting surface is protected from all causes of depre- 
ciation except a slight blackening from filament evaporation. 
In another unit, the reflector is one piece with the bulb, of 
the same type of glass as that used in the ordinary bulbs. 
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General Flertric 


General Electric 


A parabolic section of etched aluminum has been recessed into the ceiling. A 
Fresnel lens of heat-resisting glass has been placed above each lamp to con- 
centrate light into a plane at all points perpendicular to the parabolic ceiling. 


Lamps are concealed in holders in coffers, with sprinkler-heads 
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at corners. 





Other Equipments 


In usinc the higher intensities of light 
without simply increasing wattages, the 
designer has employed increasingly spe- 
cialized equipment for controlling the 
light from those sources with maximum 
efficiency. There is a trend on the one 
hand toward “built-in” lighting, and on 
the other toward a combination of the 
light source with the “fixture.” (In new 
silvered-bowl, projector, and _ reflector 
lamps, for example, the reflector is an 
integral part of the lamp.) 

Among other recent developments in 
lighting “fixtures” are: 

l. “Self-illuminated” fixtures in which 
some of the light from the lamp bulb 
within the fixture is redirected over the 
exterior surface of the bowl, thus elimi- 
nating the heavy and “dead” appear- 
ance of opaque luminaires. 

2. “Light-Hood” units, which include 
a “ceiling” illuminated from below by 
shaded lamps; the light is thus localized 
and diffused. 

3. Employment of large luminous 
areas, a method which simulates indirect 
illumination in which the ceiling be- 
comes the source of light. 

4. Lighting through small ceiling aper- 
tures: the rays of light cross at the 
ceiling opening and spread over wide 
areas; overlapping of the circles of 
light results in a relatively uniform dis- 
tribution of light. 

5. Increased use of plastics. Plastics 
are lighter in weight than glass or metal, 
permitting savings in structural details, 
and greater safety in the use of over- 
head fixtures. They are less breakable 
than glass and less likely to crack from 
sudden temperature changes. Thick- 
ness, color, and shape can be controlled 
with precision, and optical characteris- 
tics can be varied to suit requirements 
as to transmission, reflection, and diffu- 
sion; but they are not practical for con- 
trol by refraction. Some plastics can 
transfer light by internal reflection, like 
diffused quartz. The use of plastics with 
the larger filament lamps and with elec- 
tric discharge sources is still limited 
because of inability to withstand the 
temperatures developed. They will 
probably be used more widely with the 
cooler fluorescent lamps. 

6. Other new materials, such as: 
Alzak, a new reflecting surface of 
aluminum, which is more highly re- 
flective and more resistant to corrosion; 
non-reflecting glass which increases 
light transmission to more than 99%. 
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NOTES ON NEW BOOKS 


A DESIGN STUDENT'S GUIDE TO 
THE NEW YORK WORLD'S FAIR. 
Compiled for PM Magazine by the 
Laboratory School of Industrial Design. 
32 pp. 54g by 734 in. Regular price, 
50¢. Special to design students, 35¢. 


Joun McAnprew, Curator of Architec- 
ture at the Museum of Modern Art, de- 
scribes the Guide in his foreword as “a 
specialized and _ selective Baedecker of 
sights not to be missed, chosen and 
briefly analyzed by people seriously 
concerned with the aesthetic qualities of 
design and well informed in the many 
technical and practical considerations 
involved.” 

The editors themselves, in their in- 
troduction, assert three basic criteria 
governing selection of material: build- 
ings, exhibits, and miscellaneous fea- 
tures were included on the bases of their 
functional suitability, exploitation of 
technological facilities, and use of ap- 
propriate materials in design and con- 
Under four 
international. 


struction. headings—na- 


tional, commercial, and 
(e.g. Aquacade, Para- 
chute Jump), the editors catalog and 
briefly annotate those features of the 
Fair which they consider outstanding 
from the standpoint of the layman as 
well as the designer. The resulting cover- 


miscellaneous 


age, while by no means exhaustive, is 
sufficiently representative, particularly 
with regard to the criteria involved. 

Text and illustrations are supple- 
mented with a glossary of terms, includ- 
ing nomenclature coined especially for 
the Fair. 


TERRACRETE: BUILDING WITH 
RAMMED EARTH-CEMENT, by Fran- 
is Macdonald, Chemical Engineer. 
46 pp. 6 by 9 in. Price, $1.00. 

FROM terre 
(rammed earth), on soils and roads. 
from examination of rammed-earth 
houses and discussion with their build- 
ers, from experimental work with forms 
and earth-cement mixtures, Francis Mac- 
donald assembled the information which 
led to the selection of the soil-cement 
material, Terracrete, as the subject of 
is booklet. He analyzes the composi- 
tion and costs of Terracrete walls; dis- 
usses the preparations for building: 
tests and selection of soils and the forms 


literature on pisé de 
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and rammers required in the manufac- 
ture of the material; and describes the 
processes of constructing foundations, 
joists, sills, lintels, gables, etc., after 
the preliminary work has been done. 
He concludes that “Terracrete offers 
much for little. Enduring walls require 
only a good soil, thorough mixing of the 
proper 


cement, and ramming at the 


moisture.” 


ETCHINGS: NEW YORK WORLD'S 
FAIR. "BUILDING THE WORLD OF 
TOMORROW". Etchings and text by 
Gordon W. Gilkey, M.F.A. Foreword 
by Grover A. Whalen, President, 
New York World's Fair. Introduction 
by George McAneny, Chairman of the 
Board of Directors, New York World's 
Fair. Published by Charles Scribner's 
Sons, New York. 54 plates and facing 
page text. 8!/> by | 1'/, in. Price, $5.00. 


WITH an introductory incisement of the 
Empire State Building, where — the 
World’s Fair was germinated in idea 
and plan, the artist commences his steel- 
of “Building the 
Serial impres- 


point case history 
World of Tomorrow.” 
sions unroll as a pageant of the Fair's 
from the initial problems of 
construction to the successive completion 
of the buildings and exhibits, the wide 
avenues and the extraordinary vistas. 


growth 


Grover Whalen, in his foreword, de- 
clares that the hand of the artist has 
caught “something of the sweep and 
meaning, something of the rhythm and 
purpose of this great undertaking which 
is designed to implement the thoughts 
and aspirations of men ever seeking a 
new and better world.” 


IN SEARCH OF A LIVING ARCHI- 
TECTURE, by Albert Frey. Published 
by Architectural Book Publishing Co., 
Inc., New York. 95 pp. 10!/y by 734 
in. Price, $3.75. 


PRELIMINARY to examining the function 
of modern materials and technics in the 
satisfaction of contemporary _ struc- 
tural needs and in the creation of a liv- 
ing architecture, the author advances 
certain general laws which have gov- 
erned the evolution of architectural 
form. The truly great and abiding 
forms of the past, like “trees, streams, 
flowers, and mountains, all justify them- 


selves in terms of purpose as well as of 
beauty.” 

However, Mr. Frey observes, “imita- 
tion of the form, lacking the control of 
practicability, sinks into mere ornament, 
a hindrance rather than a stimulation 
to the development of idea and thought. 
.. . The creative technique of our time 
goes into the production of objects de- 
rived from present conditions, not into 
the copies of tradional form.” 

In the lights of shape, space, composi- 
tion, and comparability with form in 
nature and traditional architecture, the 
author goes on in his book to investi- 
gate, through a series of variegated case 
expositions, the application of modern 
methods and materials in shaping struc- 
turally for human needs, and in creating 
a great and abiding architectural form 
that is essentially our own and truly 
expressive of our times and culture. 


ARCHITECTURE AS A CAREER. Pub- 
lished by The Institute of Research, 
Chicago. 16 pp. 8/4 by II in. 
Price, $1.00. 


As Researcu No. 12 in the series dedi- 
cated by the Institute to the answering 
of Youth’s inevitable question “What 
shall I be.” this monograph is ad- 
dressed both to young persons possessed 
of certain evident qualities supporting 
their inclinations along an architectural 
bent, and to elders who would encourage 
and direct these nascent talents to a 
satisfactory vocational conclusion. 

By presenting brief vignettes into the 
architecture of tradition as well as that 
of the present day, the editors demon- 
strate “how closely architecture is con- 
nected to the practical as well as the 
ideal life of man and how it has de- 
veloped from sheer necessity to an art 
which embodies the principles for which 
a people stand.” 

Preliminary qualifications for the 
architectural aspirant are defined, steps 
in training—possible schools and prob- 
able courses—are discussed, and advan- 
tages, disadvantages, and opportunities 
in professional practice are realistically 
weighed. Moreover, such considerations 
as required capital, investment return, 
and salaries of architectural personnel 
are sifted with the practical sobriety 
warranted by these issues. 


(Continued on page 132) 
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Helmet Seal Construction 
Adjustable Throttling Range 
Greater Sensitivity 
Increased Capacity 


Smaller Compressor Required 






HE NEW Minneapolis-Honeywell Gradustat 
is the only pneumatic thermostat with the 
famous and exclusive Helmet Seal Construction. 
Helmet Seal effectively protects all working parts 
against tampering, foreign matter or corrosion 
and insures long, trouble-free service. The Gradu- 
stat brings a new degree of accuracy and respon- 
siveness, and permits much closer control of large 


space heating. It uses air only when changing 









SCULPTURED BEAUTY 


Styled by Henry Dreyfus, the Gradu- 
stat is as modern in its performance 
as is its design. It inaugurates a 
new degree of accuracy and re- 
sponsiveness in pneumatic control 





position of valves or dampers. reducing the size 
of the compressor required by approximately 
80%. and increases capacity so that each Gradu- 
stat can control a far greater number of units 
than the ordinary pneumatic thermostat. The 
Gradustat is but one of the many Minneapolis- 
Honeywell contributions to the pneumatic control 
field. Minneapolis-Honeywell Regulator Company, 


2804 Fourth Avenue South, Minneapolis, Minn. 
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LOW-RENT 


This reference study deals with the 
type of rental housing that private 
enterprise is making available to 
‘white-collar’ families in the mid- 
dle-income group. Much of this 
housing is currently being developed 
as suburban garden apartments— 
large-scale projects providing flats 
and duplex dwellings variously 
combined to produce the amenities 
of a restricted residential neighbor- 
hood in a landscaped setting. A 
number of such projects have been 
approved for mortgage insurance 
by the Federal Housing Adminis- 
tration. This issue presents case 
studies of two such projects. In ad- 
dition, it contains design data based 
on the FHA Rental Housing Divi- 
sion’s experience with tenant and 
management problems, site develop- 
ment, and dwelling-unit design. 


INDEX 
Design Elements Which Affect Rent- 
ability and Operation 89-92 
Project-planning Elements 93-100 
i ial aed 93.94 
" tat - 95 9A 
Dwelling Unit 77-100 
Case Studies 101-114 
Wyvernwood Housing, Los Angeles 
Calif 11-107 
Site 
W 02—104 
nstru b Organization 106, 107 
Interlaken Garden Apts., Westchester 
Co... B. T: 108-114 
Site 108, 109 
Dwelling Units 110-112 
Construction 113 
Equipment 114 


Except where noted, photographs in this section 
are published through the courtesy of FHA. At 
left: top, Olentangy Village, Columbus, O., Ray- 
mond Snow, Architect; center, Meadowbrook, 
Plainfield, N. J., Louis Justement, Architect; 


bottom, Buckingham Community, Arlington, Va., 


Allan Kamstra, Architect 
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DESIGN ELEMENTS WHICH AFFECT RENTABILITY 
AND OPERATION: A discussion of factors considered important 


by tenants and managers, reflecting experience of the FHA, Rental 
Housing Division, Sections of Appraisal and Management, with apart- 
ments all over the country. Suggestions contained form flexible design 
bases, adaptable to varying local conditions. 


SITE DEVELOPMENT 


Amount of expenditure for landscaping 
depends upon rent level, and conse- 
quently on capitalization which can be 
supported. In low-rent projects, land 
immediately adjacent to buildings, cen- 
tral “parks,” and circulation areas re- 
quire initial treatment and mainte- 
nance. The more open the site, the 
greater is the necessity for complete 
landscaping. In general, tenants appre- 
ciate landscaping and are quickly im- 
pressed by deficiencies or lack of main- 
tenance. 


"Superblock" development of plots. in- 
cluding provision of gardened courts, 
ample trafficways with pedestrian under- 
passes, parking areas, centralized gar- 
bage stations, elimination of service 
alleys, etc., is most feasible in projects 
containing several hundred rental units. 
To the extent to which tenants compre- 
hend the safety and quiet produced, su- 
perblock planning may be demanded; 
factors such as gardened courts, wide 
roadways, and methods of garbage dis- 
posal which create little nuisance, are 
more likely to be requested because ten- 
ants come intimately in contact with 
them. 


Outlook is important, particularly as re- 
gards the value of pleasant views or 
vistas as aids to renting. Sufficient clear- 
ance between buildings to permit free 
air circulation and adequate light, and 
to insure privacy, is considered more 
important. 


Community facilities such as stores are 
essential to the success of housing proj- 
ects and have to be provided if not 
available in the neighborhood; but 
auditoria, recreation rooms, dance pa- 
vilions, have been found necessary only 
in larger projects where management is 
prepared to supply the initiative which 
results in their full use. 

Health facilities have not been oper- 
ated to date in privately financed proj- 
ects; in fact, in large developments, phy- 
sicians, dentists, etc., have competed 
for space. While in some cases nursery 
schools may be needed, FHA has had 


no experience with their operation. 


Garages, traffic ways: Tenants object to 
walking any great distance from roads 
or garage compounds. The probable 
maximum distance from road, parking 
space, or garage court to any dwelling 
is 300 ft.; even this is considered exces- 
sive. Small garage groups or parking 
spaces, distributed throughout the devel- 
opment, are desirable. 


Sitting terraces are desirable particularly 
when individual porches are not pro- 
vided; clothes-drying yards are a neces- 
sity unless ample indoor space is avail- 
able; but gardens for tenant-mainte- 
nance need only be supplied for free- 
standing house developments, occasion- 
ally for row houses or duplex apart- 
ments. Ordinarily, tenants of multi-fam- 
ily dwellings cannot be relied upon to 
maintain private areas to any uniformly 
satisfactory degree. As rents drop below 
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(continued) 














Project - maintained 
grounds which retain 
residential character: 
Meadowbrook, Plain- 
field, N. J.; Louis 


Justement, Architect. 


Garage compound, 
Colonial Village, 
Arlington, Va.; Har- 
vey Warwick, Archi- 
tect. 


Typical living - room 
interior, Wyvern- 
wood, Los Angeles, 
Calif.; Witmer and 
Watson, Architects. 


Typical kitchen 
equipment, also in 
Wyvernwood. 


$10.00 per room per month, difficulty of 
providing terraces, yards. and gardens 


mcreases, 


Recreation areas: Necessity for all types 
of recreational areas depends, to an ex- 
tent. upon location of the site with 
respect to natural facilities, municipal 
playgrounds, ete. Play lots for small 
children (2 to 6 yrs.) may be provided 
in a ratio up to one lot per hundred 
dwelling units: but, while some use will 
be made of such facilities if unsuper- 
vised, an attendant is necessary to ren- 
der them most useful. Surfaced play 
areas for older children (6 to 12 yrs.) 
may be provided in the same ratio and 
with similar reservations. 

Game lots for youths and adults, with 
facilities for such sports as do not re- 
quire expensive equipment or elaborate 
area development (softball, badminton, 
horseshoe pitching. etc.), are ordinarily 
highly desirable. Adult tenants in large 
developments use this type of area, and 
others such as tennis courts. extensively. 

Installation and upkeep of swimming 
and wading pools is ordinarily too ex- 
pensive. unless patronage from outside 
the project can be relied upon, and the 
resultant noise and confusion tolerated. 


TYPES and ARRANGEMENT of BUILDINGS 


Types of buildings vary in popularity. 
depending to some extent on local cus- 
tom. Other considerations include: code 
requirements, levels of taxation, land 
values. ty pe of neighborhood, local 
building costs. and income-level of ex- 
pec ted tenants. 

Heights are limited by rentability, ne- 
cessity for elevators. code requirements 
as to fireproofness, etc, four-story walk- 
up apartments are economically unsatis- 
factory: in three-story walk-ups, third 
floors are hard to rent. Elevators are 
necessary for houses more than three 
stories high. but are not often finan- 
cially justified in houses less than six 
stories high. Where rental levels are 
above the average, elevator-equipped 
houses are usually most popular; but 
such preferences may be outweighed by 
the decided advantages of modern plot 
plan and building layout inherent in 
properly designed two-story walk-up 
buildings. The two-story type is most 





generally popular in suburban develop- 
ments, and in some urban centers. 
Costs of opera- 
tion are generally greater in elevator- 
equipped buildings than in walk-ups. 
Hence, low rent levels tend to require 
use of walk-up houses. Since as build- 
height, construction 


management and 


ings increase in 
costs far outweigh land costs, there is a 
trend toward developments consisting of 
houses. Given proper local 
land, 


one-story 
conditions, initial construction, 
and maintenance costs for one-story de- 
velopments may be favorably balanced 
against costs for other types; and renta- 
bility, residential character, natural ven- 
tilation, ete. are enhanced by use of 


one-story units. 


Building arrangement: U-shaped build- 
ings with courts occur most frequently 
in projects where coverage is high; 
T-shaped and strip units are most fre- 
quent in open developments. Economic 
and topographical factors, management 
costs, ete., govern selection. Arrange- 
ment of units for maximum ventilation, 
efficient stair location, and elimination 
of “buried” or partly buried rooms, 
tends to simplify management problems 


in renting and maintaining spaces. 


Land coverage: Tenants desire low land 
coverage, but are not always able to pay 
the rents necessary for maintaining large 
open areas. From 20 to 30 families per 
acre has been found economical for out- 
lying garden-type developments. As cov- 
erage decreases, ground maintenance 
costs increase disproportionately along 
with land cost per unit. Clearances of 
not less than 20 feet between buildings 


are desirable. 


Orientation for sun and air is desired by 
most tenants. Southern exposures and 
adequate ventilation are preferred (see 
also “Dwelling Layout”). Tenants will 
accept unusual court arrangements or 
staggered plans, unless the building’s ap- 
Such 


building arrangements do not ordinarily 


pearance is adversely affected. 


affect management costs greatly except 
as public, project-maintained space is 
increased. 


Garages are desired in all portions of the 
country, and are commonly supplied in 
northern states. Where rental levels ex- 
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ceed minima, garages are frequently 
heated. In warmer climates, off-street 
parking is often substituted. Tenants 
will pay additional rent for garages, but 
do not show particular preference for 
detached garages. Compounds, with suf- 
ficient space between garage rows for 
maneuvering cars easily, satisfy most re- 
quirements. Parking under buildings, or 
in similarly congested spaces. may re- 
quire services of an attendant: however, 
such services are generally paid for by 


car owners directly. 


DWELLING LAYOUT 


Management and public areas: In proj- 
ects consisting of numerous two- or 
three-story walk-up buildings, janitor or 
management space in each building is 
uneconomical. A single central office for 
even large projects, with immediate con- 
trol over locker 
rooms. work shops, and paint shops, is 


help’s rooms, tool 
desirable in order to produce low oper- 
ating costs. 

In large elevator-equipped buildings. 
a first-floor corridor connecting ail ele- 
vator banks and management offices 
tends to reduce operating cost: but this 
desideratum must be balanced against 
the necessity for many entrances when 
but few apartments are grouped about 
each elevator shaft. Contrary to require- 
ments for most elevator buildings. first- 
floor lobbies are not needed in average 
two- or three-story buildings. 


Common storage, recreation, and utility 
space: Dead-storage space of 30 sq. ft. 
per unit, usually in basements, is the 
average; in a few cases, this may be re- 
duced to the minimum necessary for 
trunks and hand baggage. Basement 
storage space, easily accessible, for baby 
carriages. outdoor furniture, garden 
tools, bicycles, etc., is considered essen- 
tial by both tenants and management. 
Amount depends upon type of develop- 
ment and on equipment which tenants 
may be reasonably expected to possess. 
Individual spaces are not usually needed. 
Ramps to baby carriage rooms are de- 
sirable. 

Laundry space is required, no matter 
what the rental level; but it may be in- 
cluded in kitchens, as noted under 
“Equipment.” Laundries are preferably 


accessible to all apartments without need 


for leaving the building, and require 
good ventilation and toilet facilities. Ac- 
cess to boiler rooms is undesirable. 
Water-resistant finishes, and floor drains 
to permit hosing-down, are desirable to 
aid in preserving sanitary conditions. 

Recreational spaces, such as hobby 
rooms, common recreation rooms, ping- 
pong rooms, etc., are not usually de- 
manded, but have sometimes been in- 
cluded in larger projects. 


Apartment size: While lower unit costs 
may be obtained by including apart- 
ments of five or more rooms, costs to 
tenants of large units approach carrying 
charges plus upkeep of small houses. 
Consequently. in non-subsidized develop- 
ments. one- and two-bedroom units are 
most easily rented. Percentage of vari- 
ously sized units varies locally. Where 
rents do not exceed $10 to $11 per 
room, more five-room apartments may 
be introduced than where rents range 
upward from $15 per room. Also, in 
general, the closer the project lies to a 
metropolitan center, the fewer becomes 
the number of rooms per unit. 


Kitchens of the 
“strip” type, or having any dimension 
less than 7 ft., or as small in area as 
60 sq. ft.. are considered unsatisfactory 


Room types and sizes: 


by most tenants. Dining rooms are not 
required, particularly in one- or two- 
bedroom units, except as local custom 
demands. Dining alcoves off kitchens 
(rather than appendages of living 
rooms) are considered satisfactory; in 
smaller units, family space 
within the kitchen has been found de- 
sirable. 

Bedrooms preferably have no dimen- 
sion less than 10 ft.; for a $15 per room 
rent. a master bedroom 1214 or 13 by 


dining 


15 ft. is adequate. Living rooms less 
than 12 by 17 ft., where rents range 
from $13 to $16 per room, are hard 
to rent. 

In general, room sizes vary accord- 
ing to rent and local custom. In the 
South, larger floor areas, higher ceil- 
ings. and more dining space are re- 
quired than in the North. Foyers are 
universally desirable except at lowest 
rental levels. Halls may be needed, par- 
ticularly in larger units, for privacy of 
access to all rooms. Additional lava- 
tories may be desirable in larger units 
at higher rentals. 
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DESIGN ELEMENTS (continued) 


Closets: A closet adjacent to the en- 
trance, clothing closet in each bedroom, 
small linen closet, provision for clean- 
ing materials, and kitchen cabinets are 
all desirable. 
demanded; and. 


Fitted wardrobe closets 


are not if luggage 


space is provided elsewhere, large 
storage spaces are unnecessary. 
Orientation and ventilation: [n almost 


every case, certain living-room expo- 
sures, depending on local conditions. 
are demanded; but ventilation is often 
of more importance than orientation for 
sunlight. Living rooms with southern 
exposures are most generally preferred. 
but latitude and direction of prevailing 
breezes may dictate otherwise. Southern 
exposure in the South is less important: 
and west or southwest exposures may 
render bedrooms undesirable due to 
heat from afternoon sunlight. 

Through-ventilation of apartments as 
units is considered more important than 
cross-ventilation of rooms only. Move- 
ment of air through an entire apart- 
ment aids in reducing heat. odors, and 
stuffiness. These factors often control 
building layout. 


Porches and decks: While not universally 
demanded by tenants, provision of pri- 
vate outdoor spaces may increase renta- 
bility of apartments and reduce mag- 
agement problems. Hoods over entrance 
doors aid in keeping public halls clean. 
Flat roof decks can be advantageously 
designed for tenant use, but can usually 
be included only in fireproof construc- 
tion for higher rental levels. 


CONSTRUCTION and FINISH 


Type of construction, such as fireproof 
or fire-resistant, is seldom of interest to 
As to 
provision of exits, and type of construc- 
tion for taller buildings, building codes 
usually govern. Windows which operate 
easily, walls and floors plumb and true 
to level, unwarped and easily operated 
doors, constitute the kind of structural 
features noticed by tenants. 


tenants in two-story buildings. 


insulation of walls and ceilings, and attic 
ventilation, are considered important by 
tenants. Where economically possible, 
soundproofing between apartments is 
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desirable, although as tenants become 
used to noises, complaints decrease. 


Exterior finish: All types of exterior fin- 
ishing materials have proved acceptable 
to tenants, provided the general appear- 
ance is pleasing. In a very few cases. 
antipathy to wood exterior finish has 
been noted. 


Interior finish: For living rooms, wood 
strip. wood block, or possibly parquet 
floors of natural finished oak are pre- 
ferred: for bedrooms, strip or block 
floors; for kitchens, linoleum; for bath- 
rooms, such impervious materials as 
ceramic tile, although there is some 
tendency to use linoleum or rubber tile. 

For walls and ceilings, there appears 
to be a trend away from paper. in living 
and bedrooms, although costs of paper- 
ing and painting are comparable and 
redecorating is commonly done season- 
ally. In some cases, washing painted 
surfaces may replace complete redecora- 
tion. Sheet finishing materials such as 
plywood or plasterboard are not gener- 
ally desired by tenants at present. In 
bathrooms, impervious wall materials. 
such as ceramic tile’ are usually pre- 
ferred. 


EQUIPMENT 


Heating: Tenants usually express no par- 
ticular preference as to type of heating 
system except to demand adequacy and 
some degree of local regulation. In- 
dividual heaters (space or room types) 
are sometimes provided in southern 
localities, but where heating seasons ex- 
tend five months or longer, heat is 
preferably supplied by the management. 
Depending on heating 
plants may serve from 4 to 10 families 


or more; but ordinarily a single central 


project size. 


plant, with combustion under strict con- 
trol, is most efficient. Local conditions, 
however, govern. 

Hot-water or two-pipe steam systems. 
concealed 
radiators of cast iron, are most popular. 
In most instances, fireplaces in living 
rooms, with or without heat ducts to 
other spaces, are not ordinarily pro- 
vided, but may be considered where 
heating seasons are short. Kitchen venti- 
lating fans are necessary where rent 


with recessed, console, or 





levels permit: and in warmer states, 
attic ventilation has become common. 


Laundry equipment may include tubs 


and substantial ironing boards; and 
washing machines. small mangles, and 
automatic gas dryers, the latter three 
items preferably provided with coin 
metering devices. Of these, washing ma- 
chines are not essential requirements: 
and in the smaller dwelling units, sink- 
and-tray combinations may be provided 
in kitchens. Laundry chutes are not con- 


sidered advisable. 


Kitchen equipment consisting of sink, gas 
stove, automatic refrigerator, and ample 
usually 
Four-burner cabinet ranges and double- 


cabinet space is demanded. 
drainboard sinks are desirable for all 
but the smallest low-rental apartments. 
Complete “unit” or “electrified” 
kitchens of types publicized by several 
manufacturers are demanded only for 


comparatively high rental levels. 


Plumbing: Shower heads over bathtubs 


are usually required; separate _ stall 
showers are seldom demanded. Modern 
equipment is necessary, but preferences 
are not usually expressed for any par- 
ticular types. Tenants are not interested 
in piping materials; but management 
finds the use of corrosion-resisting pipe 
localities 


economical, particularly in 


where corrosion or tuberculation of 
water supply lines necessitate periodi: 


replacements. 


Electrical: In kitchens and bedrooms, 
permanent ceiling fixtures are con- 
sidered essential; in living rooms, their 
use may be a matter of local preference. 
Bathrooms require fixtures to supply 
light for shaving, etc.; otherwise wall 
brackets are generally unpopular. Nu- 
merous duplex convenience outlets are 
necessary. 

While special radio outlets and pre- 
installed antennae are highly desirable 
in order to prevent indiscriminate plac- 
ing of unsightly wires, tenants do not 
specifically demand _ this 
Special telephone outlets in each apart- 
ment, and  intercommunicating _ tele- 
phones, are seldom demanded except in 
high-rent developments. In large multi- 
family units, intercommunicating tele- 
phone connections to entrance doors are 


convenience. 


desirable. 
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PROJECT PLANNING ELEMENTS: 


based on FHA experience 


MATERIAL contained in the following 
pages was developed from drawings 
and notes prepared by the staff and 
director of the Architectural Section. 
Rental Federal 


Housing Administration. Data repre- 


Housing Division. 
sent experience accumulated over a 
period of several years. 

Emphasis is placed throughout on low- 
rent apartment problems. with compari- 
sons and contrasts between various 
tvpes of planning when space permits. 
In such a brief survey. only the high 
points of planning can be touched upon: 
therefore information of kinds not pre- 
viously published is shown. Stock strip. 
tee. cross, ell, and zee plans, which can 
be copied without regard to local 
factors whose existence might render 
the stock solution unusable, are con- 
sidered less important than the basic 
qualities which make the finished prod- 
uct livable. economical, and, hence, prof- 
itable to the owner. 


Suggestions for good practice in design, 








Problems of site selection and de- 


velopment, building organization, and 
dwelling-unit layout are aggravated by 
the necessity for low rents. In the usual 
case, added cost of development or 
maintenance rarely, and then only re- 
motely, increases rental value. It is not 
to be expected that any one site will 
be most satisfactory from all points 
of view, or that a predetermined solu- 
tion will satisfy all local require- 
ments. The same is true of dwelling 
units. 

Basic factors which govern low-cost 
housing design are therefore presented 
as flexibly as possible, in the hope that 
they will be considered guides to ad- 
justing the multiplicity of local vari- 
ables, not as rigid formulae. Final 
selections are usually compromises, 
based on the designer’s judgment. The 
list of items is by no means exhaustive. 
but will serve to illustrate types of alter- 
natives which may present themselves. 
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Choice of site may not 
always be a part of the 
architect's job. However, 
all other factors being 
equal, level or gently 
sloping sites present few 
serious topographic diffi- 
culties as compared with 
hilly sites. 


Fig. 1 shows, on simi- 
lar plots, one hilly and 
one almost level, compari- 
son of access roads, of 
cut and fill, and of sur- 
face drainage systems 
necessary. 


Fig. 2, A through D, 
compares construction 
problems and costs for 
level and steep sites. 
Sketch E illustrates ob- 
jections to sites contain- 
ing soft, compacted fill. 


Fig. 3 contains com- 
parisons of square and 
long, narrow sites of iden- 
tical areas. In sketch A, 
buildings may be serviced 
from existing peripheral 
streets; in B, interior 
roads will be needed. 
Similarly, where new 
peripheral roads, utilities, 
etc., must be provided at 
the project's expense, 
sites approaching square 
shapes have been found 
preferable. 


Fig. 4: Rental levels 
ought to be considered 
in developing site and 
building plans. Compare 
developments for (A) 
high-rent, (B) low-rent, 
both walk-up projects. In 
B, tenants sacrifice some 
amenities. Service stairs 
and walks are omitted. 
Deliveries, and garbage 
and trash removal, are 
through front door and 
main stair. 
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SITE DEVELOPMENT 


Fig. 5 extends princi- 
ples stated in Fig. 4 to 
complete developments. 
Sketches A (high-rent) and 
B (low-rent) both show 
court arrangements. In 
addition to omission of 
segregated service en- 
trances previously noted, 
sketch B requires less 
highway frontage, living 
areas of apartments may 
face quiet rear yards, 
much of the ground may 
be tenant-maintained. 





FIGURE 5. A B 


Fig. 6: Greater per- 
missible walking distance 
from low-rent buildings to 
streets (sketch B) permits 
deeper development with- 
out accessory roads, and 
less frontage per family 
than in high-rent projects 
(sketch A). 





FIGURE 6. A B 


Fig. 7 illustrates effect 
of building type on site 
planting cost and main- 
tenance. Complex shapes 
(A) create many small 
spaces to be landscaped. 
Simple shapes (B) produce 
simple, easily-treated 
areas in which each plant- 
ing group enters the view 
from every direction. 
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PLANNING PRACTICE 


Fig. 8: Effects of court 
widths: A, three-story 


SUNLIGHT buildings with narrow 
courts; B, three-story 
buildings with wider 
courts; C, six-story build- 

N ings with same court width 
as in "'B." 

FIGURE 8. A B c 


Fig. 9: Influence of 
vertical window position 
and height on amount of 
sun admitted, assuming a 
common sun angle. 


Fig. 10: Effect of win- 
dow width on amount of 
sun admitted. 


Fig. 11: Plans showing 
amounts of sun which en- 
ter rooms faced north, 
south, east, or west, on 
December 21. This meth- 
od of plan study may be 





i adapted to any sun angle. 
FIGURE 10. FIGURE Il. 
i 
57% PARTIAL 57% PARTIAL 71% PARTIAL 66 %% PARTIAL 
43% ALL DAY 28% ALL DAY 14% ALL DAY \1¥a% ALL DAY Fig. 12: Analytical 
43% NONE 43% NONE 28% NONE 334% NONE studies showing propor- 
A B Cc D tions of building perim- 


eters which receive sun 
on December 21. Of 


these, the simpler forms 


{A through D) have been 
‘c found most easy to ar- 
range so that all parts 


have some sun; A, B, so 


T 5 cag 

44%4% PARTIAL 5554@% PARTIAL 54% % PARTIAL ORIENTATION that all living rooms end 

33% % ALL DAY 22%4% ALL DAY 9% % ALL DAY FOR ALL dal ee h 
principal bedrooms have 
55%4% NONE 44%4% NONE 45% % NONE DIAGRAMS ample sunlight. When 

Y; . 

33%3% APTS NONE 25% APTS NONE 25% APTS NONE IN FIGURE [2 four epertments are 
FIGURE 12. E F G grouped around a com- 
mon stair (F, G) 50°, are 

well favored, 50°, not. 
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ORIENTATION, VENTILATION 


VEN TILCAT I 


Ao oe 


100% 574% 40 % 
D E F a Fi 
62% % 100 % 872 % 
FIGURE 13. 





OIFFERENCE IN DIRECT AIR 
CIRCULATION BETWEEN CORNER 
WINDOWS AND EQUIVALENT 


WINDOW AREA AT REMOTE D 
CORNERS 


CHECK DIRECTION OF AIR TRAVEL. 
GRAY AREA INDICATES POCKET 
AT CEILING WITH LOW WINDOW HEAD 


BR 8 R LR K 





FALSE CORNER 





RAEN RRR SN 
CORNER NONE, AND POCKET 


FIGURE 14. 


ARCHITECTURAL RECORD 


Building location with re- 
spect to prevailing breezes 
often outweighs orienta- 
tion for sun as a planning 
factor. 


Fig. 13: A, B, and C 
indicate in plan the value 
of various building ar- 
rangements in regard to 
ventilation, assuming di- 
rection of prevailing wind. 
Percentages show propor- 
tions of through-ventilated 
apartments. Sketches D, 
E, and F have a similar 
significance in relation to 
cross-section. 


Fig. 14 illustrates dwell- 
ing-unit layout as affect- 
ing ventilation. Sketches 
A and B show typical cor- 
ner rooms in plan. C and 
D are sections. 


Effective through-apart- 
ment ventilation is ob- 
tained by plans of the 
types in sketches E and 
F; a limited amount is ob- 
tainable with type G; 
type H provides no de- 
gree of ventilation unless 
corridor door is opened. 
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PLANNING PRACTICE 


Fig. 15, A and B, con- 


DWELLING UNIT LAYOUT trasts natural lighting of 
rooms of equivalent areas 


but different proportions. 
—A Wall space available for 


furniture in similar rooms 
with (C) one door, and 
(D) five doors, is indi- 


cated. 





n 
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QUALITY OF SPACE FIGURE (5 
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Fig. 16 shows living 
rooms considered from 
the point of view of pos- 
sible furniture groupings 
and interference by nec- 
essary circulation. Circles 
indicate conversational 
groups; dotted lines show 


LIVING SPACE FIGURE 16 circulation. 
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Fig. 17 indicates simi- 
lar relationships, compli- 
cated by adding con- 
stantly-used dining space. 


LIVING-DINING SPACE FIGURE 17 
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DWELLING UNIT LAYOUT 





LIVING- SLEEPING LIVING -DINING - SLEEPING 






DINING SPACE 














KITCHEN SPACE 


ARCHITECTURAL 


DWELLING UNITS 


Fig. 18: Sleeping ac- 
commodations: use of 
sofa-beds, or love-seat 
combinations, simplifies 
the problem. 


Fig. 19 shows that fur- 
niture for living, dining, 
and sleeping may be ac- 
commodated in a single 
room little, if any, larger 
than the average apart- 
ment living room. 


Fig. 20: Types of bed- 
rooms with convenient cir- 
culation, showing relation- 
ship of doors, beds, 
closets, and dressers to 
achieve maximum usable 
space. 


Fig. 21: Planning of 
dining space is often a 
matter of what can be 
done with available room. 
Providing separate kit- 
chen, living-room, and 
bedroom entrances makes 
space difficult to use. 


Fig. 22, kitchens, em- 
phasizes importance of 
door locations and suf- 
ficient work space. 
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PLANNING PRACTICE—DWELLING UNITS 


DWELLING UNIT LAYOUT 


JSrs 








Fig. 23: Various stair 
arrangements: Type A has 
too narrow a first-floor 
vestibule for most cases; 
type B wastes space on 
upper floors; type C, 
often called the ‘dog- 
house", is a satisfactory 
compromise. 


3-6" CROWDED AT ADEQUATE, BUT FIRST 
ENTRANCE BUT EXCESSIVE IF FLOOR 
ADEQUATE ABOVE CARRIED UP EXTENSION 
ENTRANCES 
FIGURE 23. 
PRIVATE | B.R 8 | ] Fig. 24: Contrast be- 
HALLS BR ee Ps wae - 4 tween reasonable (A) and 
- oe 4 A B excessive (B) private hall 
FIGURE 24. LR LR space; 3-ft. 2-in. dimen- 
TYPICAL BR-B HALL F seetieas’ aibne. sion refers to width. 
3-2" ADEQUATE <a 
PRIVATE K K = 2% Fig. 25: Foyers of dif- 
FOYERS tal] e CF al *—— ferent sizes are required 
e | for different rental levels. 
FIGURE 25. Fe ; [ooo 
A B “ e K 
BR- 
- 
| 
BR r 
DOORS AND B . Fig. 26: Visibility of 
OPENINGS T bathroom door, and re- 
LR “in sultant lack of privacy, is 
FIGURE 26. c “7 greater in sketch B than 
A —_— in A or C. Sketches D, 





~ 
Bd 
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E, and G show three 
types of dining alcoves; 
use of doors or restricted 
openings as in F and H 
prevents table from being 
temporarily extended. 


Fig. 27: Types of closet 
space: Type C is more 
usable than B, but doors 
may occupy needed wall 


mn space. Clothes closets are 
CLOSETS il preferably at least 2 ft. 
FIGURE 27. fs G x deep; linen closets, | ft. 
4 in.; broom closets, | ft. 

6 in. to 2 ft. 


ee 
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WYVERNWOOD VILLACE 
HOUSING PROJECT 


Los Angeles, California 


DAVID J. WITMER, 
LOYALL F. WATSON, Architects 


4AMMOND SADLER, Landscape 
Architect 


ARCHITECTURAL RECORD 
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THE SITE consists of 72 acres of rolling 
ground on which a previous subdivi- 
sion had been established. The few lots 
sold were re-bought; and the few acres 
which had been acquired by the local 
school board, and by the playground 
commission, had been put to com- 
patible uses in advantageous locations. 

Existing “gridiron” subdivision was 
discarded. Existing streets, services, and 
utilities were scrapped. The entire area 
was rezoned. 

The tract is surrounded by complete- 
ly or partially obsolete housing, com- 
mercial buildings, and light-manufactur- 
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1102-APARTMENT DEVELOPMENT 
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ing areas. Wyvernwood, 144 mile wide 
by %4 mile long, is detached by 
topography from surrounding property, 
and will house more than 1,000 fam- 
ilies. Hence, it was decided that the 
community would not be subject to 
damaging outside influences. 

Location is open to prevailing breezes 
and a distant view. Site was developed 
to include community shops; to dis- 
courage through traffic; to provide a 
garage close to each dwelling unit; and 
to safeguard children at play. Private 
gardens and landscaped parks are pro- 
vided. Coverage is less than 25 per cent. 
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CASE 
STUDIES WYVWERNWOOD VILLACE (continued) 
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TWO-STORY FLAT BUILDINGS Schemes showing 
how C and D 


units are com- 





UNIT ¢ : bined into build- 
l ings. Shaded 
areas indicate 

} - - | public spaces. 


Above, units E and E, combined in a typical build- 
ing. Outdoor access, from porches and balconies, 
is used in many cases. 
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RENTAL RATES 


3-room apts. 
5-room apts. 
6-room apts. 


$29.25 to $33.25 per mo. 
35.00 to 40.00 " " 


Rentals vary according to location, sightliness, and 
convenience; 
maintenance. 


6-room units are $50.00 per mo.; few are $55.00 


COST PER ROOM: Approximate 
including land improvements 


not including land costs. 


NUMBER OF APARTMENTS 


TWO-STORY DUPLEXES 


27-0" 





First floor 





Method of > 
combin- 
ing units A 


ARCHITECTURAL 


DWELLING UNITS 


Incomes of expected tenants range distances less than 60 ft.; individual 
from $125 to $200 per month; rental yards, 25 to 30 ft. deep, occur at the 
rates were set to come within 20 to 25 rear of each larger dwelling unit; 
per cent of family incomes. garage compounds were placed, where 

It was decided that desirable tenants practicable, to form rear walls of gar- 
would not climb more than one flight dens; sanitary garbage depots were 
of stairs; hence buildings are limited to placed in each garage compound; each 
two stories in height. Privacy for each building contains sufficient dwelling 
dwelling unit. low maintenance costs. units to offer maximum construction 
and provision for economical operation economies without sacrificing residen- 
were all controlling factors. In addition, tial character. 
high degrees of livability, convenience, A topographical site model was 
accessibility, unobstructed light and air, needed to coordinate these requirements 
sufficient and modern sanitation, and with site conditions: and to provide a 
pleasant views were considered essen- flow of open space throughout the site, 
tial. with courts, parks. children’s play yards 

After plotting a minimum of 60-ft. and badminton courts, and _ interior 
streets, all parallel to contours, units walks. Dwelling units face toward land- 
were combined into buildings placed scaped areas, not toward streets. Most 
according to the following criteria: buildings are so oriented that some sun 
dwellings do not face each other across enters each room. 





DR BR 
BR 
x __ | ! ——— : = _| 
- 23-4" - 
Second floor First floor Second floor 












UNIT G i 
x om ! 

- 17-3" 2 | 

First floor Second floor 
Method of 
combin- 
ing units G, 
A, and F. 
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CASE 
STUDIES WYVERNWOOD VILLAGE (continued) 


Typical exterior, showing acces- 
sibility of garage compounds 
whose walls form rear boundaries 
of private yards. Note also bal- 
cony for second-floor access. 


Two typical living-room interiors, 
showing interior finish. Semi- 
indirect lighting fixtures were spe- 
cially designed. 





Photos by Haight 
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Haight 


Typical bathroom 


Insulated, double-stud wall 


e 


— 


owe ee ore 





— « 





between 


bath and kitchen of adjacent apart- 


nents. 





-‘ectric-meter housings serve two apart- 
‘ents apiece. 
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Typical kitchen with electric range 


Heating. Hach dwelling unit is equipped 
with an independent, gas-fired, pilot- 
lighted floor furnace, which is vented 
through a fireproofed metal duct built 
into the wall. Operating cost is borne 
entirely by tenants. Neither the prob- 
lem nor the cost of heating is serious. 
Domestic hot water is supplied from 
automatic electric storage heaters, one 
to each building. Hot-water heaters are 
designed to heat water during periods 
of low electrical consumption, and store 
it during other hours. 

Electric service. [ach dwelling unit 
is separately metered. Radio outlets and 
aerials are included. Westinghouse elec- 
tric ranges and outlets for irons are 
independently circuited. Each room has 
one ceiling fixture, each bathroom a 
wall bracket. Kitchens sometimes have 
two ceiling fixtures. Bathroms and din- 
ing rooms have at least one duplex con- 
venience outlet, kitchens and bedrooms 
at least two. living rooms generally 
three. 


Kitchens have tray-and-sink combina- 
tions, with specially designed stainless 
steel and double drainboards. 
Built-in Worley metal ironing boards 
and clothes racks are provided. Cabinets 
are of special design, with most ac- 


covers 


and 


EQUIPMENT 





refrigerator, metal-topped cabinet-sink 


cessible shelves available for the great- 
est quantity of the most-used china. 
glassware, etc. In some units, dining 
space is included in kitchens. Refrigera- 
tors are Frigidaires. 


Bathrooms have Standard Sanitary fix- 
tures, Sloan valves, and recessed tubs 
and showers. Wainscots are “Plystone” 
board. Piping is Mueller brass. Medicine 
cabinets are steel, with 16 by 24-in. 
mirrors. Clothes hampers are not pro- 


vided. 


Storage. For dwelling units, bedroom 
closets and wardrobes are provided. In 
“F” units, coat and storage closets un- 
der stairs are large enough for luggage. 
a bicycle, and a card table, as well as 
coats. In all garages, large storage 
shelves are placed. Coat-closet provi- 
sions other than those in “F” units are 
small, since no great amount of over- 
clothing is ordinarily needed in the lo- 


cality. Linen and broom closets are 
included in all dwelling units. 

For project maintenance, janitors’ 
utility closets are provided in all 


buildings containing 12 dwelling units. 
Six grounds - maintenance equipment 
rooms are distributed throughout the 
development. Shops for carpenters, etc.. 
are near the Administration Building. 
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CASE 
STUDIES WYVERNWOOD VILLAGE (continued) 


n, Inc. 


ndgren & Swinert 





Cronkhite 


me — ae = ~~ “a 3n:. —* 

Formwork for concrete foundations was sectional; as fast After the rough floor was laid, pre-cut studs, and bundles 
as sections were stripped from one building they were each containing framing for one opening, were spotted 
set up for another. for erection. 
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vy Lindgren 





Cronkhite 


| 


Framing nearing completion on an "E" type building. Sisalkraft paper and lath for exterior stucco were applied 
Notice continuous cut-in diagonal bracing, and prefabri- directly over the stiffened framing, omitting sheathing. 
cated roof trusses. 
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s by Lindgren & Swinerton, Inc. 


Phot 


Garage floors were poured as units, and screeded with On the monolithic floor, wood-framed garages were bui! 
steel beams having plow-handles at either end—a two- following construction methods similar to those f 
man operation. dwelling units. 
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Concrete was transit-mixed, deposited on conveyor-belts, 
dumped into hoppers, poured into rubber-tired buggies. 
Buggy-tracks were re-usable, on adjustable pipe-frames. laid out in 
Construction. Buildings are all two Finish floors rest on sleepers which 


stories high, without basement. Founda- 
tions are poured concrete. Continuous 
walls are used over solid soil; rein- 
forced beams resting on concrete piers, 
which are carried to solid bearing, are 
used where fill occurs. Earth under 
first floors is excavated to a minimum 
depth of 1 ft. 6 in. 


Framing is entirely wood. First floor 


joists are zinc-chromated, 2 by 8 in., 
continuous, and carried on intermediate 
treated Second-floor 
joists are continuous 2-by-10’s. Roofs 
are framed with prefabricated trusses 
l-in. stock nailed to- 


walls are stud, with 


wood girders. 


built up of 2 by 
gether. Exterior 
continuous. diagonal. cut-in braces to 
stillen the frame. Sisalkraft paper is 
fastened directly to studs over wires 6 
on centers. Roofs are covered with 
ive-grain Red Cedar shingles. 
Interiors are lathed with U. S. Gyp- 
Finish is U. >. G. 


Walls and ceilings are 


n plaster-base. 
rd plaster. 
ited. Floors are oak in most spaces: 
vleum in kitchens and baths; asphalt 
in public spaces. 
nsulation against heat or cold was 
sidered uneconomical. Roof spaces 
screened vents at eaves and ridge. 
nd insulation is provided between 
Where kitchens and bath- 
s adjoin, partitions are staggered- 
sd. packed with “Palco” (shredded, 
\ in-and-fire-resistant Redwood bark ) . 


iments. 


At other common walls. plaster-base 
Wes attached with U. 


Cc] to 


5. Gypsum spring 


reduce sound transmission. 


CONSTRUCTION, JOB ORGANIZATION 
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Ditches for 


float on fiberboard supported by rough 
floors. 

Job organization was completely inte- 
grated, including designing, purchasing, 
fabricating, and constructing. Sectional 
site plans were overlaid with 200-ft. co- 
ordinates which were transferred to the 
site. Cut and fill were balanced. Limited 
variation of room shapes and sizes, and 
of buildings, permitted use of mass-pro- 
duction methods in the field. From the 
starting operation, grading on the south 


side. work flowed continuously from 
Grading crews 


blocks and 


Engin- 


building to building. 
completed operations in 
moved on to adjacent blocks. 
eering crews staked out buildings. Each 
operation was performed by a crew or- 
ganized for the purpose. The desired 
schedule of one building per day has 
at certain times been exceeded. 

Delivery of lumber was started three 
months before construction; prefabri- 
cation took place in a mill 24 miles from 
the project. Joists, plates, studs, 
bundled opening framing, etc., were as- 
sembled by building number, with lum- 
ber needed first on top of each load. 
Roof trusses were assembled on_ the 
ground and crane-hoisted into place. 

In some instances, ordinarily expen- 
sive materials were so combined and in- 
stalled that costs-in-place compared fa- 
vorably with less initially-expensive ma- 
terial installed by ordinary methods. 
For instance, special techniques _per- 
mitted use of stainless steel drainboards 
in kitchens. 





sewers, 


advance by the 


piping, sewage lines, electrical 


lines, etc., were dug by one-man machines along lines 
engineering 


crew. 








Mill work and framing were prefabri- 


cated. Above, cutting studs and 
stair carriages precisely by machine. 
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stues 441-ACRE DEVELOPMENT NEAR NEW YORK 





est at at 
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Air view of entire property, showing lake 


INTERLAKEN CARDEN APARTMENTS 
Westchester County, New York 


de YOUNG and MOSCOWITZ, Architects 


GILMORE D. CLARKE and 
MICHAEL RAPUANO, Landscape Architects 


Plot plan: portion 
now being devel- 
oped is shown in 
black and white; the 
area shown in gray 
will be constructed 
next. Both are at 
upper left of photo / 
above. 
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Garrison 


Model of first two stages of development 
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ntry. 


a 


DEVELOPMENT will ultimately be- 


one of the largest privately-owned 


operated housing projects in the 


Winfred 


It was conceived by 


itson, vice-president of the real estate 


of William A. White and Sons. The 
the late 
in Iselin and held by his heirs for 


had been assembled by 


seventy-five vears. It had served 
vatershed for the lake, which was 
rly a reservoir for a local water- 
system. but had since been aban- 
| for that purpose. 

irding to Mr. Watson, the project 
volved from ideas which were 
ited by the 1929 report of New 

Regional Plan Association. For 
st stage of construction, an FHA 
of $2,200,000 
d: the remainder of the financing 
ite. 

site includes a 67-acre lake, on 
the first area 


mortgage was 


western shore lies 


developed. 40 acres in extent. The ac- 
companying plot plan also shows the 
second stage of development (shaded 
portion) which will include a shopping 
center and a theater. near two inter- 
secting main highways. at the main en- 
trance to the entire property. Construc- 
tion will be started on the second unit 


1940. 


plans. The remainder of the site. which 


early in according to present 
includes a country club embracing 120 


acres. may eventually be developed 


either with apartments or retained in 


nearly its present state for tenants’ 
recreational use. 

The entire project. when completed. 
will house 3.500 families at an approxi- 
mate total cost of $20.000.000. In the 
first stage are included 525 apartments 
grouped in two- and three-story build- 
ings, with land coverage at approxi- 
mately 14 per cent. The remainder of 


the area will be occupied by parks. play- 


SITE DEVELOPMENT 





lake. 
New 


a railroad sta- 


grounds, lawns. drives. and the 

The site. sixteen miles 
York City. is served by 
tion less than a mile away. and by buses 


from 


running along marginal highways. 


Nearly 20 miles of paved interior roads 
will be needed. 


The terrain is rolling and heavily 
wooded. Most of the trees will be pre- 
served. The lake will be retained for 
use by the new community's residents. 


There will be a boat basin. visible in 
the model photograph above. 
Buildings in the first developments 
are so located that views are restricted 
as little as possible. and are widely sepa- 
rated to maintain tenants’ privacy. 
Garages are grouped in compounds. 
Children’s playgrounds are laid out so 
that no child has to cross a roadway to 
reach a play area. Playgrounds will be 
and with — slides, 


enclosed equipped 


sandpiles. and similar facilities. 
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CASE 
STUDIES INTERLAKEN GARDEN APARTMENTS (continued) 
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Key plan, first stage of development 





LEGEND 
Building Type of Building Type of Building Type of 
Number Unit Number Unit Number Unit 
A 
j . 
2 ‘ 34 
Detail of model showing buildings 28 through 35 : eae: 6 sehen dienes au. Goan 
TWO-STORY FLATS: UNIT H, 3!/2 and 4-room apartments; total number of H units, three : 





ttt 
pai 


Sesend floor 


pot 256 


First floor 
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DWELLING UNITS 


THREE-STORY DUPLEXES: UNIT B 


5-room apartments on first floor, 5-room 
duplexes on second and third floors; total 
number of B units, four. 
























Third UNIT C (not shown) is 

floor similar to Unit B at 
left, but contains three 
5-room apartments on 
the first floor with 
six 5-room duplexes 
above. Total number 
of C units is 13. 


Cost per room aver- 
aged $1240, not in- 
cluding land costs. The 
average 3-room apart- 
ment will rent for ap- 
proximately $60 per 
month. 


NUMBER OF APTS. IN FIRST 
STAGE 


Rooms Number 

per of 
Apt. Apts. Rental Range 
2!/y 33 $45.50 to $52.50 
93 56.00 to 60.00 


88 67.00to 71.50 

64 74.00to 80.50 

4|  84.00to 98.00 

- 50 to 115.00 
i 

TWO - STORY 


FLATS:UNIT E 


2!/o and 3-room 
apartments; total 
number of E units, 


30. 


Left, first floor. 
t Right, second 
floor 
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CASE } 
STUDIES INTERLAKEN GARDEN APARTMENTS (continued) DWELLING UNITS | 


TWO-STORY FLATS: UNIT E, 2!/,, 3, and 6-room apartments; total number of E units, thirty 








BR 
First floor Second floor 
TWO-STORY FLATS: UNIT B, 3!/2 and 4-room apartments; total number of B units, four 
aR a ' 
. LR 
Second floor 

- First floor 
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General construction views 
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tion; 


Typical wall sec- 
interior 
plaster is applied 
o|| directly tocinder- 
1 block backing. 


RECORD 


Construction methods. Because the six 


typical dwelling units (and reversed 
plans of each, making a total of 12) 
were variously combined in the 37 
buildings. each building is to some ex- 
tent different from any other in the de- 
velopment. Consequently, “production- 
line” methods of job organization couid 
not be fully 


proceeding by groups of buildings from 


utilized. Construction is 
south to north along the lakefront, and 
in a circle back to the starting point. 
Some buildings will be completed and 
occupied before ground is broken for 
others. By October Ist, 153 apart- 
ments and 84 garages are expected to 
be completed. 

The job’s size results in large sav- 
ings on some materials and equipment. 
Steel sash were all ordered at one time. 
from schedules furnished the manufac- 
Such factors, and the simul- 
taneous ordering of similar bathroom 


turer. 


and kitchen equipment for 525 dwelling 
units, permitted mass-production manu- 
facturing methods. 

Buildings have concrete foundations 
which extend below frost lines. Base- 
ments are omitted except where needed 
for boiler 
tenants’ storage bins. 

Exterior walls are faced with brick, 
on cinder-block backing. Cinder block 


rooms. meter rooms. and 


is parged with mastic on interior faces. 
Windows are Fenestra steel sash, manu- 
factured by the Detroit Steel Products 
Co. Sills are slate; copings, marble. 

Floors 
Hipped roofs are slated; flat roofs have 
20-year built-up surfacing. 


and roof are wood-framed. 


To prevent 


CONSTRUCTION 





the penetration of dampness through 
first floors over unexcavated basements, 
a layer of vapor-proof paper was ap- 
plied between rough and finish floors. 
Interior partitions are framed of wood. 
Interior finish. Walls and ceilings are 
plastered on Rockwall lath applied di- 
rectly to the waterproofed cinder-block 
hacking of interior walls; gypsum lath 
is used on partitions. Metal 
installed at all horizontal 
intersections of plane surfaces; and ver- 


corner 
heads are 


tical intersections where structural ma- 
Metal lath is used in 
stair halls and boiler-room ceilings. 
Plaster is prepared for painting ac- 
cording to tenants’ choice of five stand- 
ard color schemes. Flat paint is used in 


terials change. 


living and bedrooms; enamel in kitchens 
and baths. Bathrooms have tiled wains- 
cots. Floors are oak in living and bed- 
baths, linoleum in 
kitchens, and asphalt tile in halls. 


rooms. tile in 


Attic 


are ventilated through louvers. 


Ventilation and insulation. spaces 

Base- 
ments not fully excavated are also louv- 
ered. Top-floor ceilings are insulated 
with Celotex lath and J-M mineral wool. 
Sound insulation. Bearing partitions are 
8 or 12-in. cinder block. Stud _parti- 
tions between dwelling units are con- 
structed of staggered studs, with a 
blanket-type insulation between the re- 
sulting independent walls. Floors are 
increased in respect to sound-resistance 
by use of sound-deadening felt applied 
between rough and finish floors. 
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STUDIES INTERLAKEN GARDEN APARTMENTS (continued) EQUIPMENT 
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BURNER 


boiler rooms. 


Typical boiler room 


Heating and hot water are supplied to 
buildings in the first stage of construc- 
tion from five central plants, each 
hooked up to a group of buildings as 
indicated above. Systems are circulating 
hot-water, powered by boilers equipped 
with York oil burners. Use of several 
central rather than independent systems 
was decided upon to facilitate main- 
tenance, replacement of 
Worthington circulating pumps are pro- 
vided in duplicate as a safeguard against 
failure of the system. 
Minneapolis-Honeywell controls are 
operated from boiler rooms as an econ- 
Radiators are narrow- 
manufactured by the 


parts, etc. 


omy measure. 
column type, 
American Radiator Co. Pipe is by Beth- 
lehem Steel Co., with Grinnell fittings 
and Fairbanks gate valves. 
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en HE a eH] | 


Heating plot plan, first stage only; black squares indicate 


installed in each building. 
Garbage collections will 


Electricity and gas are included in the 


tenants’ rent, and are mastermetered in occur twice 
daily, and are provided by the com- 


munity. Incinerators are not provided. 


boiler rooms. 





Ceiling lighting fixtures are supplied 
in foyers, kitchens, and baths only. No 
wall brackets are provided; the re- 
mainder of the rooms have duplex 
convenience outlets located in accord- 
National Electrical Code 
recommendations. 





Kitchen equipment includes combination 





sinks and trays, by the Briggs Manu- 
and laundry) 
Refrigerators are Kelvinators. 
Bathrooms likewise have Briggs fixtures. 
with fittings. Showers are in- | ( 


tubs, but no 


facturing Co.; gas ranges: 
driers. 


ance with 


Savoy 


Other electrical services installed in- cluded over separate 


clude provision for an outside telephone shower stalls are provided. Bathroom 


in each apartment; electrical front- windows are mechanically operated. 


door openers; independent, fused radio Each bath has a built-in hamper. \w 
circuits and power connections; sep- Storage. Main bedrooms usually have the 
arate circuits for refrigeration; and two closets, other bedrooms. one. Coit. Cos 


a duplex, 1200-watt utility outlet in each 
apartment. Outside lighting, including 


cleaning, and linen closets are also pro- 
vided. Thirty sq. ft. of bulk storage 


porch and entrance lights, is time-con- space per apartment is provided in JF ing 


trolled for economy. Panel boards are basements near boiler rooms. ab] 
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“Storm and street noises are 
almost eliminated.’ 

—Mrs. K. T. Guyer 
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“They earn more 
than $22 every year 
through fuel savings 


alone.” 








KANSAS CITY] MO 






“My baby can play on the 
floor without catching cold.” 
—E. M. Becher 








Saved our window sash 





n from rotting—we wouldn't 
ideal cece be without them.” 
“As a contractor, I say no house 
is complete without Storm Sash.” 
Edward H. Dalby 


OF WINDOW CONDITIONING! 


“It's easy to vit Ground the™ 
house wilh out drafts that 
eause o6lds and sniffles.” 


Relph Keeaning 








= ! 


Irving Bunker 


“Storm Sash cut our fuel bill 
almost in two.” 
—Werren D. Caswell 


MANCHESTER, N.H. 
iS 

W 
QUINCY, MASS) 

~ 


v7 


SPRINGFIEL 


v 


. —_— | — 
“It used to take a temper- 
ature of 80 degrees to keep 


the house comfortable but 
now it’s fine at 72. —lJohn 
* Aiden 
















“The savings paid 
Storm Sash and now the fuel 
saving is al! clear profit.” 


—James Sin 








“I'm a builder and I always 
‘secommend Storm Sash be 
cause of savings and comfort 


— Lewis Pete 








—« 





“They prevent water from dam- 
aging wallpaper and paint un- 
dernesth windows.” 

— Albert J. Snyder 


When you specify Window Conditioning for Conditioning practical for apartment buildings. 
e the houses that you plan you are adding little to Certain types of Storm Sash are also adapt- 
t. cost—much to enduring comfort and economy. able for convenient use above the third or 
a For this inexpensive, effective insulation of | fourth floors. 
the coldest spots in the house—the windows— With the widespread adoption of two panes i. 
ae Provid-s more home comfort, greater fuel sav- of glass in residential and apartment construc- 4) 
In §} ings tian any single improvement of compar- tion, the quality of that glass becomes doubly a 
able cost. Window Conditioning is essential for important. L*O*F Quality Glass is today as - he 
the complete @njoyment of the benefits of it has been for many years Clearer, Brighter address 7 
winter air conditioning. and Flatter than any window glass that the on— 
9 The development of a variety of prefabri- industry has ever offered. These superior quali- — 
: cated wood and metal sash in which one pane ties make it ideal for Window Conditioning. whe 
of glass is readily removable, makes Window Libbey *Owens* Ford Glass Company, Toledo. 


LIBBEY-OWENS-FORD 


) 7 
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NOTES ON NEW BOOKS 


RHODE ISLAND ARCHITECTURE, by 


Henry-Russell Hitchcock, Jr. Rhode 
Island Museum Pre Providence. 233 
8 8! plate Price 


paper, $2: cloth, $3. 


Tuts book presents a series of critical 
essays and a collection of photographs 
surveving the last 300 years of Rhode 
Island Architecture. The buildings illus- 
industrial. _re- 


trated are residential. 


ligious. and governmental. and the 81 
photographs are arranged to show the 
transition between the old and new 
architecture and the relationships be- 
tween the different types of structures. 
These illustrations. with the accompany- 


ing text. should prove valuable to those 







and capacities to fit the 
furnace with maximum com- 
bustion space. No side wall or 
front wall brickwork required. 
Stoker front made to suit the boiler 
base. with ash removal doors. Coal 
hopper designed to clear boiler doors 

—with an agitator for continuous feed of 
coal to the LoStoker plunger. LoStokers are 
compact with drive and blower built in. Easy 


to operate, require little power. Also built for 
horizontal tubular, water tube and cast iron boilers. 


) Write for Bulletin No. 36° ( 


DETROIT STOKER COMPANY 


Sates & Engincering Offices * General Motors Buliding, + Detroit, Michigen 
Main Office ond Works * Monree, Michigan * Sulit In Conede at London, Ont. 


District Offices in Principe! Cities 
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itinued from page 85) 


interested in early American design. 


ARCHITECTURAL BYWAYS IN NEW 
SPAIN: MEXICO, by A. L. Murphy 


Vhay and David Vhay. Published by 
Architectural Book Publishing Co., New 
York. 192 pp. 8! DY lt in. Pei 
$8.00. 


IN this first book of a contemplated 


series. the authors have deliberately 
omitted the better known buildings and 
have searched the bywavs of Mexico for 
doorways. windows. balconies. patios, 
and other architectural details which 
have survived. unchanged and compara- 


tively unknown. from Colonial days. 


* Plunger Feed 
* Side Cleaning 
* Mechanically Driven 
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The work contains 250 photographic 
illustrations and measured drawings of 
subjects exemplifying the vivid color in 
the architectural spectrum supplied by 
Spanish styles in the New World. 


RESULTS OF MUNICIPAL LIGHTING 
PLANTS, published by the Burn INd 
M D nneé Enaineerir } e 5 Kar 
City, Mo. 350 pp. 6 by 9 in. Pr 


¢C ON 
DdoO.A 


Unper this title. the consulting engi 
neering firm of Burns and McDonnell 
have published their sixth edition (1939) 
of an electric rate book showing the 
operating records of earnings, output 
rates. revenues, valuation. and other in 
formation as to the use and cost of ele 
tricity in more than 700) municipally 


owned — plants. Every complete and 


authentic record received from = muni 
cipal plants has been included to pro 
vide an unbiased cross section of what 
they are doing in the producing and 
selling of electricity from steam. diesel 
and hydro sources. 

In addition, a number of graphs and 
tables are presented which show. the 
increasing use and the decreasing cost 


of electricity in municipal installations 


AIR - CONDITIONING ENGINEERS’ 
AAS ty Cillerd Steak. Amoce! 
Editor, and C. H. B. Hotchkiss, Edit 


Heating and Ventilating. Publish 
by The Industrial Pre New York 
8!/5 by I1'/> in. Price, $2.00. 


BasINnG their information on the records 
of the Weather 


authors present a syllabus of climati 


uv. &. Bureau, the 
data for the solution of design and 
operating problems in winter heating 
throughout the 
material is pre- 


and summer cooling 
United States. The 
sented both graphically, by an original 
series of specially designed zone maps 
in colors, and by tables covering 1(0) 
principal cities and their adjacent areas. 

Information given, in relation to the 
100 cities. is of the following nature: 
Dates of heating seasons’ beginninzs 
and endings in a normal year; averaze 
and extreme temperatures; wind data: 
degrees of frost penetration; tempera- 
tures and availability of well, surfa-e. 
and city water during the summer; wet 
bulb, dry bulb, and dewpoint tempe-a- 
tures, etc.. etc. 
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Let’s take a Nu-Wood Interior apart 
and see why it CLICKS with Architects 


@ Nu-Wood Interior Finish “clicks” with archi- 
tects—and with their clients. It stands first in 
preference among all interior finish materials of 
its kind. What is the reason for such outstanding 
Nu-Wood leadership? 

The answer is simple—but one which only 
Nu-Wood Interior Finish can give. 

Nu-Wood has the combination of qualities 
that sets it apart. Nu-Wood has the combination 
of items which no other interior finish success- 
fully duplicates. Nu-Wood fits your specifications 
like a glove. It is the Interior Finish with extra 
value that makes a more attractive, more appeal- 
ing job at low cost. Let us tell you about Nu-Wood 
—show you why it stands first—why it will 


“click” with you. 


WOOD CONVERSION COMPANY 


Room 147, First National Bank Building, St. Paul, Minn. 
BALSAM-WOOL + NU-WOO0D 


Products of Weyerhaeuser 





PUT 


The Right Colors — avail- 
able in four variegated col- 
ors plus four additional 
shades with a softness and 
harmony never duplicated. 


The Right Texture — full 
of character, yet never ob- 
trusive—a texture undu- 
plicated in other materials. 


The Right User-Benefits 
— decoration, insulation 
and noise-quieting in a 
single material—a perma- 
nent finish at low cost. 



















THEM ALL TOGETHER —THEY SPELL 
PREFERENCE for Nu-Wood 


Interior Finish! 


The Right Forms — Nu- 
W ood is available in Tile, 
Plank, Board and Wainscot. 


The Right Moldings — 
Kolor-Trim predecorated 
moldings, for use with 
Nu-W ood Interior Finish, 
make the interior decora- 
tion job complete. 


The Right Reflective 
Board—Nu-W ood Sta-Lite 
available in the form of 
Board, Tile and Plank, has 
better than 70 light reflec- 
tion, and it actually grows 
lighter with exposure. 


WOOD CONVERSION COMPANY 
Room 115-9, First National Bank Bldg., St. Paul, Minn. 
Please send me complete information on Nu-Wood 


Interiors. 







In Schools 


of all places 


THERMOSTATIC 
SHOWER CONTROL 


must 
BE DEPENDABLE! 


Left—THERMO- 
MIX Nos. 30, 45, 60, 
120. 


Right— THERMO- 
MIX GUARDIAN 
Nos. G-I, G-2, 
G-3, G-4. 


KP ISTTINEE protection against 


the dangers of scalding water is es 
sential where the safety of children 
is concerned, and although thermo 
static control of showers is not new 
THERMO-MIN has built a new di 
pendability into anti-scald thermo 
static mixing valves. 

The inherent ruggedness and sim 
plicity of THERMO-MIX VALVES 
assure their dependability, making 
them the architect's choice for in 
dividual or group control in modern 
schools. No other valve of this nature 
combines positive protection with 
such economical and convenient fea 
tures as a completely removable thet 
mostatic action, easily accessible check 
valves and strainers, and a 100% non 
corrosive construction. 

WRITE TODAY for our com 
prehensive catalog, and your free 
copy of our architects’ computation 
sheet on thermostatic valves. 


SEE OUR 12-PAGE DISPLAY IN SWEETS 


THERMO-MIX. Inc. 
129 GRAND AVE., BROOKLYN, N. Y. 


fHERMO-Mix 


NO SCALD NO CHILL 


A MORE RUGGED CONSTRUCTION 


WITH RECORD READERS 


announces the appointment of Halter 
1. Taylor. A.A.A.. as assistant profes- 
sor of architecture. Professor Taylor 
will have charge of all courses in the 
history of architecture and will assist 
in teaching elementary design. He 
will continue as consultant to the Inter- 
denominational Bureau of Architecture 
and as a member of the office of 
Hobart Upjohn. Architects. New York 
City. 


New Addresses 


Sweet's Catalog Service 


Harry L. Alper. Architect. announces 
the opening of new offices at 62 West 
45 St.. New York. N. Y.. for the 
general practice of — architecture. 

Herbert C. Anset. Architect. has 
moved his offices to 217 Bitting Blde.. 
Wichita. Kan. 
of Arthur G. Cromwell. Architect. is 
1440 Plymouth Ave.. South. Rochester. 
N. Y.... Thomas Smith Kelly, Light- 
ing Consultant. has opened an office at 
115 East 60 St.. New York. N. Y.. 


where he will specialize in architec- 


. The new address 


tural lighting. . . . The partnership of 
Landejeld & Hatch was terminated on 
August 1: Don EF. Hatch. Architect. will 
continue practice under his own firm 
name at 152 West 42 St.. New York. 
N. Y.... Harry Ray Nay. Architect. 
205-206 MeLain Bldg.. Wheeling. 
W. Va.. announces the opening of a 
branch office. 2nd floor Cove Theater 
Blde.. Hollidavs Cove. W. Va.. with 
Ray A. Shaw. Associate. in charge... . 
The New York School of Fine and 
{pplied Art is in its new quarters at 
136 E. 57 St.. New York, N. Y. ... 
J. Stewart Stein, A.L.A.. has moved his 
architectural offices to the City Na- 
tional Bank Bldg.. Centralia. Ill... . 
The Bureau of Architecture, Depart- 
ment of Public Works, is now located 
on the 14th floor of the Municipal 
Building. New York. N.Y... . Lloyd 
Westbrook and Edward M. Johnson. 
Architects. announce their association. 
| with offices at 28 Elm St.. New Canaan. 
!Conn. ... L. Morgan Yost. A.1.A.. has 
moved his offices to 930 Spanish 
Court. Wilmette. III. 


THE NEW 
ARCHITECTURE 
IN MEXICO 


-a book vou 
twill prize! 


THIS HANDSOME VOLUME, written. 
arranged and illustrated by Esther 
Born. is widely used by building 
designers as a reference source on 
modern architecture, painting and 
sculpture in Mexico. 


It presents outstanding examples 
in practically every important 
class of building—office — build- 
ings, store groups, factories, hos- 
pitals. schools. apartments, work- 
ers houses. town and country 
houses, representing the progres 
sive thought of architects and en- 
gineers below the Rio Grande. 


The New Architecture in Mexico 
is a book of 159 pages approx- 
imately 9 x 12. There are over 
160 separate photographs (many 
of them full page) and dozens of 
floor plans. The price (bound in 
cloth) is only $3.50, postpaid 


anvwhere in the United States. 


ARCHITECTURAL RECORD 
119 W., 40th Street 
New York, N. Y. 


Enclosed is $3.50, for which please send 
me a copy of THE NEW ARCHITEC. 
TURE IN MEXICO. 


Name 
Address 
City 
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